This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
3. additional information. 


1. REGISTRATION NO. CUS 

23-R-0001 


CUSTOMER NO. 

207 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (N3me and Aadress. as registered with USDA 
include Zip Code) 

PHILADELPHIA COLLEGE OF PHARMACY/SCIENCE 
600 SOUTH 43RD STREET 
PHILADELPHIA. PA 19104 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expe 'mentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fes; 


UNIVERSITY OFTHESCIENCES IN PHILADELPHIA 
PHILADELPHIA, PA 19104 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animat 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drijgs. 


D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D ♦ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13- Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, corect, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL {Type or Print) 

DATE SIGNED 

10/08/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 























APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


23-R-0001 

207 

PHILADELPHIA COLLEGE OF PHARMACY/SCIENCE 
600 SOUTH 43RD STREET 
PHILADELPHIA, PA 19104 


Pharmacology and Toxicology Center 3rd Floor 
42nd and Woodland Avenues 
Philadelphia, PA 19104 


Registration Number: 
Customer Number 
Facility: 


'4 


r .s report ' '•equirecJ Py law 17 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist ana to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. ■ 


\ 


Interagency Report Control No 
018C-DOA.AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH- INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0003 212 

FORM APPROVED 

OM8 NO. C579-O036 

2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered /ftth USCA. 

include Zip Code) Institute for Medical Res 

LANKENAu 

100 LANCASTER AVE 

WYNNEWOOD. PA 19096 
(610)645-8400 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attacn additional 
sheet' if necessary.) 


FACILITY LOCATlONSfs/fes; 


See Attached Listing 


Research Annex 


October 1, 2000 - September 30, 2001 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7Q23A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, resuits, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached ro this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D-^E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

. 0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

123 

0 

123 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

1 2. Other Farm Animals 

0 

0 

0 

0 

0 







13. Other Animals 

0 

0 

0 

0 

0 



















ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
phncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of aii the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


S 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


rint) 


DATE SIGNED 


/bii-O) 


APHIS FOi^ 702T / 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



This . ^oort iS roquired by law (7 USC 2143). Failure to report according to the regulations can 
resr“ in an orc e to cease and desist and to be subject to penalties as provided for 'n Section 2150. 


See reverse side for V. 
additional information 


Interagency Report Control No 
01 80-00 A. AN 




3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/res; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing driigs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons sucn drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D + E) 

4. Dogs 

O 



0 

(o 

5, Cats 

o 

O 

(1 

0 

W 

6. Guinea Pigs 

o 

6 ? 

1 / o 

cD 

| 7 ? 

7. Hamsters 

O 


O 

0 

<3 

8. Rabjits 

O 



O 

H 1 G 

9. Non-Human Primates 

o 

-3 

o 

0 

3 

10. Sheep 

0 

0 

0 

6 

o 

1 1 . Pigs 

0 

7 

1 XI 

0 

1 3M 

12, Other Farm Animals 

o 

0 

0 

O 

a 



13. Other Animals 




0 

o 

9 0 

o 

9<3 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary induces a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

*ofn/0i 

PART 1 - HEADQUARTERS 























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0005 

Customer Number: 219 

Facility: MCP HAHNEMANN UNIVERSITY 

MAIL STOP 490 
BROAD & VINE 
PHILADELPHIA, PA 19102 
(215) 762-7968 


0 CENTER CITY 
(2) EAST FALLS 
^ PHILADELPHIA, PA 19102 


^ I S-&. 



PUi I^IOH 


This ''epon is required dy law (7 USC 2143). Failure to report according to the regulations can 
result :n an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU^NT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R>0006 


CUSTOMER NO. 

280 


Interagency Report Con 
0180-DOA-AN 


FORM APPROVED 
OM8 NO. 0579-0036 


Sonroi No 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA. 
include Zip Code) 

PITTSBURGH MERCY HEALTH SYSTEM 
1400 LOCUST STREET 
PITTSBURGH, PA 15219 
(412)232-8034 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes; 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL C 

F RESEARCH FACILITY (Attach additional sheets if necessary or use API HZ .’“Z.CM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


1 1 , Pigs 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


DATE SIGNED 

EADQUARTERS 














Tf •« report iS required by ^aw (7 USC 2143) Failure to repon according to the regulations can See reverse side for Interagency Repoa Control No 

-ecui in an order to cease and desist and to be subject to penalties as provided for ^n Section 2150 additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0007 281 

FOPM APPRC ED 

0MB I'-O :57:- 0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as rejio.*.-?.'’? . >■/ USDA. 
include Zip Code) 

COVANCE RESEARCH PRODUCTS. INC 

310 SWAMPBRIDGE ROAD 

P.O. BOX 7200 

DENVER. PA 17517 
(717) 336-4921 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach adotlicn-:i: 
sheets if necessary.) 

FACILITY LOCATIONSfs/fesj 

See Attached Listing 

11-23-2001 RCVO 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 

15 

442 

67 

0 

509 

5. Cats 

0 

0 

3 

0 

3 

6. Guinea Pigs 

145 

897 

21 

0 

918 

7. HarTisters 

2 

0 

10 

n 

10 

8. Rabbits 

241 

13,975 

573 

0 

14.548 

9. Non-Human Primates 

40 

365 

0 

0 

365 

10. Sheep 

99 

68 

48 

0 

117 

1 1 . Pigs 

24 

24 

233 

0 

257 

Goats 

1 2. Other Farm Animals 

58 

60 

30 

0 

90 

Chickens 

176 

341 _ 

0 

n 

341 

1 3. Other Animals 






Cows /Bovine 

1 

0 

2 

0 

2 

Horse •' 

0 

9 

0 

0 

9 

Burro 

0 

2 

0 

0 

2 

ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected, 

4 ) Tf e attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 



Ar mo rwiMvi / 

(AUG 91) 


(riepiaces V9 ruKM (uici w), wnicn is oosoiete 


rMf\ I 1 - HEADQUARTERS 






































































Registration No 23 R-0007 -Covance Research Products Inc. 

3. Reporting Facility (List all locations where animals were housed or used in actual research, testing, 
teaching, or experimentation , or held for these purposes. Attach additional sheets if necessary) 


Covance Research Products Inc. - Denver, PA 
3 1 0 Swampbridge Road 
Denver, PA 17417 
Telephone: 717/336-4921 

Covance Research Products Inc. - Michigan 
6321 South 6'*’ Street 
Kalamazoo, MI 49009-9611 
Telephone: 616/375-0482 

Covance Research Products Inc. 

Jim Wells County Road #381 
Alice, TX 78333 
Telephone: 512/664-4984 

Covance Research Products Inc. - CA 
1223 South 6* Street 
Richmond, CA 94804-4609 

Covance Research Products Inc. - VA 
482 French’s Store Rd. 

Cumberland, VA 23040 


Thts report is required by law (7 USC 2143) Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUNT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0013 


CUSTOMER NO. 

297 


Interagency Report Control No 
0180-OOA-AN 


form APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY {Name and Address, as registered with USD A. 
include Zip Code) 

DUQUESNE UNIVERSITY OF THE HOLY GHOST 
CENTRAL ANIMAL CARE FACILITY 
BLUFF STREET 

PITTSBURGH. PA 15282 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary. ) 


FACILITY LOCATIONSfsrfes; 


CENTRAL ANIMAL CARE FACILITY 
PITTSBURGH, PA 15282 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D*e) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orPnnt) 

DATE SIGNED 

10/18/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






















This .<ipCi IS require'^ by law (7 USC 2143). Failure to report according to the regulations can 
result in n order to c.iase and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0014 


CUSTOMER NO, 

296 


Interagency Report 
01 80-00 A.AN 


FORM APPROVED 
0MB NO. 0579-0036 


prt Clntrol No 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered mth USD A. 
include Zip Code) 

DONALD GUTHRIE FOUNDATION 
ONE GUTHRIE SQUARE 
SAYRE. PA 18840 
(717) 882-4620 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes; 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D-^ E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10, Sheep 


1 1 , Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principrl investigator and approved by the Institutional Animal Care and Use Committee ( lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-app roved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 

IC'I :^Iq( 

PART 1 - HEADQUARTERS 





















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

Registration Number: 23-R-0014 

Customer Number: 296 

Facility: DONALD GUTHRIE FOUNDATION 

ONE GUTHRIE SQUARE 
SAYRE, PA 18840 
(717) 882-4620 


GUTHRIE RESEARCH INSTITUTE 
ONE GUTHRIE SQUARE 
SAYRE, PA 18840 



This report is required by *aw (7 USC 2143) Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for ^ 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0017 


CUSTOMER NO. 

301 


Interagency Report Control No 
OiaO-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACIUTY (Name and Adc^ass. as registered r^itn USDA, 
indude Zip Code) 

FRANKLIN & MARSHALL COLLEGE 
P.0, BOX 3003 
UVNCASTER. PA 17604 
(717)291-4153 


3, REPORTING FACILITY (L$t all locations wfiere animals were housed or used .n actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATlONSfSifes; 


See Attached Listing 

Department of Biolony 



Department of Psychology 


REPORT OF ANIMALS USED BY OR UNDER COrOHOL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animats Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenmen ts. 
research, or 
surgery but not 
yet us^ for such 
purposes. 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

0 + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) E^ch principal investigator has considered alternatives to pain^tl procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnnapai investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending vetennanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


DATE SIGNED 




Dl 


HEADQUARTERS 


(AUG 91 ) 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to ce se and desist and to be subject to penalties as provided for in Section 2150. 


i v_ 

See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1, REGISTRATION NO. 

23-R-0021 


CUSTOMER NO. 

306 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered jvith USDA, 
include Zip Code) 

PENNSYLVANIA STATE UNIVERSITY 
304 OLD MAIN 

UNIVERSITY PARK, PA 16802 
(814) 865-1495 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


See Attached Listing College of Medicine, The Milton Office of the Vice President for Research, 

S. Hershey Medical Center, Hershey, PA Animal Resource Program, University Park, PA 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attacd additional sheets if necessary or use APHIS FORM 7023A ) 

A- 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D^E) 

4. Dogs 

0 

15 

0 

0 

15 

5. Cats 

3 

246 

24 

0 

270 

6. Guinea Pigs 

0 

47 

25 

0 

72 

7. Hamsters 

0 

0 

17 

0 

17 

8. Rabbits 

0 

193 

659 

0 

852 

9. Non-Human Primates 

0 

0 

40 

0 

40 

10. Sheep 

0 

3 

0 

0 

3 

1 1 . Pigs 

0 

0 

50 

0 

50 



Calves 


Frogs 

L Other Animals 


Goats 


Woodchucks 



ASSURANCE STATEMENTS 


0 


0 


0 


0 


0 


143 


0 


42 


24 


1 


21 


30 


173 


29 



28 


1 


24 


86 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pincipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions ts attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animai care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


SIGN 


DATE SIGNED 

wlz^hoi 



APHI W • VIXIWI # 
(AUG 91) 


rvT\m \wui oo;, wiiii^il 19 uusuwie 


r /nrv I I 


. .EADQUARTERS 






















































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for n Section 21 50. 


See reverse side for 
additional information. 


UNITcD STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

23-R-0021 


CUSTOMER NO. 

306 


Interagency Report Control No 
OISO-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered .vith USDA, 
include Zip Code) 

PENNSYLVANIA STATE UNIVERSITY 
304 OLD MAIN 

UNIVERSITY PARK, PA 16802 
(814) 865-1495 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 


White-footed 




Eastern 


Miililiiiniia 



outnern i- lying 
Squirrels 


eaaow jumping 




Gray Squirrels 


Red Squirrels 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animat Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGN 


ATf IDC nc C rvD IklCTITl ITirtKl A 1 nCCI/^IAI 


MAMC 8. TITi C nC C IKlCTITMTir^lU A1 nCCir'IAl /T„r^^ isr Drinf\ 


DATE SIGNED 




APHIS FORM 7023A 
(AUG 91 ) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 







































Summary of lACUC-Approved Exemptions to Regulations and Standards 


lACUC-Approved 

Exemption 

Description of lACUC- 
Approved Exemption 

Species of 
Animal 

Number of 
Animals 

Section 3.81 

Environment 

Enhancement 

and 

Section 3.83 

Watering 

Individual housing while on 
behavioral experiments and water 
restriction during taste testing 

Nonhuman 

Primate 

14 


USD A lACUC- Approved Exemptions 1 1-0 1-01. doc 








ASSURANCE STATEMENTS 
USDA ANNUAL REPORT 


Facility Name; The Pennsylvania State University 

Registration Number; 23-R-0021 


This facility assures that professionally acceptable standards governing the care, treatment, and use 
of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, 
during, and following actual research, teaching, testing, surgery, or experimentation were followed. 

This facility assures that each principal investigator has considered alternatives to painful 
procedures. 

This facility assures that it is adhering to the standards and regulations under the Act, and that it has 
required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee (lACUC). When 
there are exceptions, a summary of exceptions will be attached to our Annual Report of Research 
Facility for University Park, Commonwealth Campuses and Hershey Medical Center along with a 
brief explanation. 

The facility assures that the attending veterinarians have appropriate authority to ensure the 
provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care 
and use. 


(zc>oi 

Date Signed 


Signature of institutional utticiai 


I itie 


APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0021 

Customer Number: 306 

Facility: PENNSYLVANIA STATE UNIVERSITY 

304 OLD MAIN 

UNIVERSITY PARK. PA 16802 
(814)865-1495 


UNIVERSITY PARK CAMPUS 

101 CENTRALIZED BIOLOGICAL LAB 

PtBnTOS. PA 16802 

fccT-K hERSHEY MEDICAL CENTER 
ARF.CAQ, & GRO-MOR BARN 
HERSHEY, PA 17033 



f\s ci c«v.4ecl tfn Iols-V' ye.a.r 3 - 


4- y 


i’c.K f A Hot pa 







I tr>f>on )<, rftquireo Dy law ( J UoC 2143} F- a»iure to report according lo ih<» iegwiaii<*ns con 
resuii ir 1 order to cease and desist and to be subfecl to penalties as provided tor m Section 2 1 


See '■everse side for 
addttK>nal mformatKX) 


Interagency Repcd Ganiro* ^4o 
OlftO-OOA-AN 



1 REGISTRATION NO. 

CUSTOMER NO 

23-R-0024 

316 


UNITED states department OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FORM approved 
OMR NO 0579-003t 


2. HEADQUARTERS pp<iPARrM paf^I! ity (Name and Address, as registered wifb USOA. 
include Zip Code^ 

CARNEGIE MELLON UNIVERSITY 
5000 Forbes Avenue ~ Warner Hall 407 
Pittsburgh, PA 15213 

( 412 ) 268-8746 


3. REPORTING FACILITY (List all locatHsns wtiere animats were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfsifes; 


CNBC Primate Physiology Lab 4400 Fifth Avenue 

Mellon Institute, Rooms 119 & 125 Pittsburgh, PA 15213 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which expenments. 

experiments, research, surgery or tests were 


Animals Covered 

bred. 

which leaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthebc.analgestc. or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C ♦ 


experiments. 

conducted 

distress to the animals 

interpretation ^ the leaching, research. 

D ♦ E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, anatgestc, or 

the procedures producing pair? or distress in these 



yet used for such 

use of pain- 

tranquilizjng driigs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must he attached to this report) 




1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, artalgesic, arvd tranquiHzing drugs, prior to. durirtg. 
and following actual research, teaching, testir^g. surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This faciit/ is adhering to the standards and regulatkx\s urvjer the Act. and it has required that exceptions to the standards and regutatkxis be specified and explained by the 
prindpai investigator and approved by the Institutional Animal Care arvl Use Committee (lACUC). A sunvnary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUOapproved exceptions, this summary trKludes a brief explanation of the excepUons. as well as the species arxJ number of animals affected. 

4) The attending veterinarian for this research facility has apprt>priate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NA^eITtITLE^F C.E.O. OR INSTITUTIONAL OFFICIAL CTyDe or Pnnij~ OATH SIGNED 

I 

9/28/2001 

APHIS FORM f023 (RepUces vs FORM 18-23 (Oct 88). which H obsolete PART 1 - HEADQUARTERS 

(AUG 91) 




















r..b epOfi 1 $ Dy law USC 214^) to repeal acccxdtng lo ihe (egtjiations can 

result 'r^ an oroer to cease an<j desist and to be subfed to penalties as provided tor m Section 2 1 SO 


See reverse s»de for 
additional informatioo 


inter agen<.v Repod Contro* No 
0180 OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 REGISTRATION NO CUSTOMER NO. 

23-R-0024 316 

FORM approved 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESFARltH FACIUTY (Name and Address, as registered with USDA. 
inctude Zip Code) 

CARNEGIE MELLON UNIVERSITY 

5000 Forbes Avenue - Warner Hall 407 

Pittsburgh, PA 15213 
( 412 ) 268-6746 

3. REPORTING FACILITY (List all locations where arwmals were housed or used in aaoal research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATIONSfs/fes; 


Baker Hall* Room 436 A 


5000 Forbes Avenue 


Pittsburgh, PA 15213 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Affacri additionai sheets if necessary or use APHiS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenmen ts. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments. 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
trarKtuiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic,analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the leaching, research, 
experiments, surgery, or tests. (An exptanation of 
the procedures producir^g pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 


4. Dogs 


5. Cats 






6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 






10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 










13. Other Animals 


Gerbils 













ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, induding appropriate use of anestf>etic, analgesic, and tranquiKzing dnjgs. prior to. during, 
and following actual research, teachir^. testing, surgery, or experimentation vrere followed by this research facility. 


2) Each priitdpal investigator has cortsidered alternatives to painful procedures. 

3) This fadlih/ is adhering to the standards and regutatlof« under the Act. and it has required that exceptiorys to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as wen as the species arxJ number of animals affected. 


4 ) The atter)ding veterinarian for this research fadfity has appropriate auihooty to ensure the provision of adequate veterinary care arxl to oversee the adequacy of other 
aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct arxl complete (7 U.S.C. Section 2143) 


SIGNATUR 


(Type or Print) 

DATE SIGNED 


ir 

■ 

9/28/2001 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 

























This report is required by taw {7 USC 2143). Failure to report according to the regulations can 

See reverse side for 

Interagency Report Control No 


result in an order to cease and desist and to be subject to penalties as provided for :n Section 2150. 

additional information. 

0180-DOA-AN 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


23-R-0024 


form APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wtth USDA, 
ir)clud& Zip Code) 

CARNEGIE MELLON UNIVERSITY 
5000 FORBES AVE 
PITTSBURGH. PA 15213 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(S/fes; 


MELLAN INSTITUTE 
PITTSBURGH. PA 15213 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C > 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 


GERBILS 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Z) Each principal investigator has considered attematives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A surmnary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

l_ 1 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

11/08/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 

















roi L ^ 2001 


See^'everse side for 
additional information. 


Interagency Report Control No 
OiaO-DOA-AN 


This report is required by law (7 DSC 2143). Failure to report according to me regulations can 
reSLit m an order to cease and desist and to be subject to penalties as provided for m Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

CTYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necess a ry . ) 


FACILITY LOCATIONSfs/fesj 


See Attached Listing 

Philadeluhia College of Osteopathic Medicine 


1. REGISTRATION NO. CUSTOMER NO. 

FORM APPROVED 

0MB NO. 0579-0036 

23-R-0025 325 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and ACdress, as registered Aitti USDA. 

include Zip Code) 


PHILADELPHIA COLLEGE/OSTEOPATHIC MED. 

4170 CITY AVENUE 


PHILADELPHIA. PA 19131 

(215) 871-2881 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 


Rats 


Mice 




ASSURANCE STATEMENTS 


1) Pt ufessionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anestfietic. analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of ammai care and use. 


* Ti/>ki ov/ 


A r\rM I A r? a r? a a 


DATE SIGNED 


ArnrerruKivi 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


12 / 10/01 

PART 1 - HEADQUARTERS 





























7'- IS report t required by law (7 USC 2143). Failure to report according to the regulations can 
rfciult in an (. 'er to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

l1-2b-Z00l RCVU 


See reverse side for 
additional information. 


Interagency Report Control No 
0130-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-0027 328 

FORM approved 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. | 

include Zip Cdde) 


TEMPLE UNIVERSITY 


OLD MEDICAL SCHOOL, MEDICAL RESEARCH 

BLDG., KRESGE BLDG. 

PARMACY/ ALLIED 

HEALTH BLDG. 


PHILADELPHIA. PA 19140 

1 (215)221-4482 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfsrfes; 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


ASSURANCE STATEMENTS 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, ■ 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


4. Dogs 

0 

0 

5. Cats 

0 

0 

6. Guinea Pigs 

0 

189 

7. Hamsters 

0 

0 

8. Rabbits 

0 

0 

9. Non-Human Primates 

0 

0 

10. Sheep 

0 

0 

11. Pigs 

0 

0 

1 2. Other Farm Animals 

0 

0 



E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

0 

43 

0 

68 

0 

193 



123 


0 


8 


33 


0 


13. Other Animals 

0 

0 

0 

0 

0 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
ef Executive Officer or Legally Responsible Institutional official) 

/I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


Print) 


DATE SIGNED 


PART 1 - HEADQUARTERS 




















































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 23-R-0027 

Customer Number: 328 

Facility; TEMPLE UNIVERSITY 

OLD MEDICAL SCHOOL, MEDICAL RESEARCH 
BLDG., KRESGE BLDG., PARMACY/ ALLIED 
HEALTH BLDG. 

PHILADELPHIA, PA 19140 
(215) 221-4482 


TEMPLE UNIV. OF THE COMMONWEALTH 
MEDICAL RESEARCH BLDG 
3420 N. BROAD ST. 

PHILADELPHIA, PA 19140 




This repci. 'S required by law (7 USC 2143). Failure to report according to the regulations can 
-•e^uit in an 'rder to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Repo 
0180-DOA-AN 


( 'lU 

iVControl N 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-0030 332 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. i 

include Zip Code) 


CEPHALON. INC. 


146 BRANDYWINE PARKWAY 

WEST CHESTER. PA 19380 

(215)344-0200 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY lOCAT\OUS(sites) 



See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets Jf necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing daigs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanatton of 
the procedures producing pain or distress m these 
animals and the reasons such drugs 'Mere not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D-^E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 



10. Sheep 


1 1 . Pigs 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the fACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Leaallv Resoonslble Institutional offician 



APHio rurtnn 
(AUG 91) 


(Replaces vs fukm is*z3 (uct ss). wnicn is oosoiete 


rMi\i I - nEADQUARTERS 

















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 



23-R-0030 

332 

CEPHALON, INC. 

145 BRANDYWINE PARKWAY 
WEST CHESTER, PA 19380 
^^..4345X344-0200 


■ 


CEPHALON, INC 

145 BRANDYWINE PARKWAY 

WEST CHESTER. PA 19380 


This report is required Dy law {7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

23-R-0032 


CUSTOMER NO. 

334 


Interagency Report Control No 
0180.DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

rTYPP HP PQ TNT) ALBERT EINSTEIN HEALTHCARE NETWORK 

{ t rrc un rniiMij KORMAN RESEARCH PAVILION 

5501 OLD YORK ROAD 

PHILADELPHIA. PA 19141-309 


3. REPORTING FACILITY (Ust all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary . ) . 


FACILITY LOCATlONSfsrfes; 


CENTRAL ANIMAL FACILITY - ALBERT EINSTEIN 
PHILADELPHIA, PA 19141-3098 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


a. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures pnoducing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 



TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all the exceptions is attached to this annual report. In 
addition to identifying the iACUC>approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) TTie attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

L - 

DATE SIGNED 

10/25/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18«23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



























This repofi ss required hy law {7 DSC 2143). Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

23-R-0039 


CUSTOMER NO. 

462 


Interagency Report Control No 
OiaC-DOA-AN 


FORM APPROVED 
0MB N0.0579-C036 


2. HEADQUARTERS RESEARCH FACILITY {Name ana Address, as registered mn USDA. 
include Zip Code) -4T (ijvu 

^ - ... ■ T - ^ ^ I ^ 1 i rt ■ J . * 


5110 CAMPUS DRIVE 
PLYMOUTH MEETING, PA 19462 
(610)941-4020 _____ 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary . ) 


FACILITY LOCATIONS(s/te$; 


See Attached Listing , ^ a 






4.4 ^ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pa»n. distress, or 
use of pain- 
relieving drugs. 

D, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for vvt)ic.h appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, an algesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experimsnts, surgery, or tests. (An explanation of 
the procedures producing pain or distress o these 
animals and the reasons such drugs were rot used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C * 

0 + E) 

r. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each phncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
acdition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 




t - HEADQUARTERS 


(AUG 91) 





















'\.-A 


This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for tn Section 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 

12-05-2001 RCVD 


See reverse side for 
additional information. 


O' 


Interagency Report Control No 
Of 80*00 A-AN 


1, REGISTRATION NO. CUSTOMER NO. 

23-R-0041 466 

FORM APPROVED 

0MB NO. 0579-C036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. | 

1 include Zip Code) 


YORK COLLEGE OF PENNSYLVANIA 

DEPT. OF BIOLOGICAL SCIENCES 

YORK. PA 17405 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfS/fes) 


hm 


,a 1 (C ~ I 


nn 


REPORT OF ANIMALS USED BY OR UNDER CONTOOL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D*E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authoniy to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I rArtifu that tha ahrtuA ic tniA rniTArt anri mmnlAtA /T 1 1 <7 .^Artinn 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23^ct 88), which is obsolete 


11/27/01 

PART 1 • HEADQUARTERS 




















This re‘- ''t IS 'Qquirf jy law (7 USC 2143). Failure to report according to the regulations can 
esuit in jn order to cease and desist and to be subject to penalties as provided for m Section 21 50. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
23-R-0043 


CUSTOMER NO. 
472 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 057943036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered ^ith USD A. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

^TYPF DP PPTNT) MANOR JUNIOR COLLEGE 

( / rrc rr^i/v / j VETERINARY TECHONOLOGY PROGRAM 

700 FOX CHASE ROAD 

JENKINTOWN. PA 19046 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrs/fes) 


See Attached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accorT.pdnying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiltzing drugs were 

used. 

. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


d. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 




13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



ATE SIGNED 


APHIS FORM 7023 J (Replaces VS FORM 18.23'(Oct 88). which is obsolete 
(AUG 91) 


ill A 

PAK I 1 - MtAUQUARTERS 























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 23-R-0043 

Customer Number: 472 

Facility: MANOR JUNIOR COLLEGE 

VETERINARY TECHONOLOGY PROGRAM 
700 FOX CHASE ROAD 
JENKINTOWN, PA 19046 


MOTHERHOUSE BARN 
710 FOX CHASE MANOR 
JENKINTOWN, PA 19046 


\ 



j 'ecc" s 'ec- '■ec . , :aw i USC 2 ■■^3) Failure to report according to the regulations can See reverse side for inerag&r-, , 

" jr :rce' '0 cease and desist ana to oe subject to penalties as provided for m Section 2150. additional information. 0i3C-DCA Ar; 


UNITEO STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE 0« PRINT} _ u V. i i I'l 
n -16-2001 (i\ 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0046 347 

FORM App^ r .-r.L 

0MB NO 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registhr^n .v,;r . 
include Zip Code) 

BUCKNELL UNIVERSITY 

DEPT. OF BIOLOGY/PSYCHOLOGY 

LEWISBURG, PA 17837 
(717) 524-3811 

3 REPORTING FACILITY iList ait locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes, Atiacn acdi’i'.-'a 
$r.eets f necessarv ) 


FACILITY LOCATlONSfsrfes) 


See Attacned Listing 


Department of Psychology. Psychology Laboratories Research 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


A. 

Animais Covered 

3y The Ammai 

Welfare Regulations 

B, Number of 
animals being 
ored. 

conditioned, or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cr 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching. j F 

experiments, research, surgery or tests were j 

conducted involving accompanying pam or distress i '07 Al. nC 

to the animals and for which the use of appropriate [ OF aniMAlS 

anesthetic.analgesic. or tranquilizing drugs wouid I 
have adversely affected the procedures, results, or | (Cois C - 

interpretation of the teaching, research. j D - E) 

experiments, surgery, or tests. (An explanation of \ 
the procedures producing pain or distress m these \ 
animals and the reasons such drugs were nrj ^seo ■ 
must be attached to this report) \ 

- Dogs 





i 

5 Cats 






6 Guinea Pigs 






Hamsters 

78 

24 

30 

0 

54 

5. Raboits 






9 Non-Human Primates 

0 

26 

0 

0 

26 

■ 1C. Sheep 






■■ P'9S 






1 2. Other Farm Animals 












13. Other Animals 






t 

t 



















ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) each principal .nvestigator has considered alternatives to painful procedures. 


3) ’"hts 'aciiity s adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by me 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief expfanatiori of the exceptions, as well as the species and number of animals affected 


4) The attending veterinarian for this research facility has appropnate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of oiner 
aspects cf animal care and use 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL ~~ ~ 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

I— ^ - ' a _ . ^ DATE SIGNED 

I'll3jcl 

A^IS FORM 7023 (Replaces VS FORM 18-23 (Oct 88). which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


























This renon is required by law <7 USC 2143). Failure to report according to the regulations can 
result :n an order to cease and desist and to oe suOject to penalties as provided for m Section 2150. 


See reverse side for^. 
additional information.'' ' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
animal and plant HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0052 


CUSTOMER NO. 

346 


Interagency Repoa Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINf\ ^21 - - 6 ^ \ RCVD 


2. HEADQUARTERS RESEARCH FACILITY {Name ana Aodress. asreg/sfered w/m USCA. 
inciuae Zip Code) 

CALIFORNIA UNIVERSITY OF PA 
250 CALIFORNIA AVENUE 
CALIFORNIA. PA 15419 

(412) 938-4187 


3. REPORTING FACILITY (List all locations wnere animals were nouseo or used <n actual researcn. testing, teacnmg, or expenmentaiion. or neld for these purposes. Attacn additional 

sheets if necessary.) 


FACILITY LOCATIONSfsifes) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach aPPitional sheets if necessary or use APHIS FORM T023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


d. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


14. Gerbils 


Number of 
animals being 
bred. 

conditioned, or 
held for use m 
teaching, testing, 
expenmenis, 
research, or 
surgery but not 
yet used for such 
purposes. 






C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon wmch teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
D-t-E) 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 



0 

0 

0 

0 

44 

0 

0 

44 




ASSURANCE STATEMENTS 


1} Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending vetennanan for this research facility has appropnate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspeas of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


A e /^es ifcio-riTi a i mcd/'i a i 


^1^* ff e? lAioTiT'i A I /"ktei/^iAi IT. 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


•f //^Jo\ 

PART 1 • HEADQUARTERS 


























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

Registration Number: 23-R-0052 

Customer Number: 348 

Facility: CALIFORNIA UNIVERSITY OF PA 

250 CALIFORNIA AVENUE 
CALIFORNIA, PA 15419 
(412)938-4187 


GRADUATE STUDIES AND RESEARCH 
250 CALIFORNIA AVENUE 
CALIFORNIA, PA 15419 


This report is required by law {7 USC 2143). Failure to report according to the regulations can See reverse side fori ^ \ Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional informatior\ ^ 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0053 539 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
Include Zip Code) 

DAD’S PRODUCTS COMPANY, INC. 

P.O. BOX 451 -D 

MEADVILLE, PA 16335 
(814) 724-7710 

3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attacn additional 
sheets if necessary.) 


FACILITY LOCATlONSfsrfes; 


See Attached Listin 







P()ii\9nii fd^iUihlL Pa M3r 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 

4. Dogs 


2 ^ 



2 "/ 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 



• 









13. Other Animals 


















• 

• 







ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC^approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFrCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

j SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023 


(Replaces VS FORM 18>23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




This report ts required by law (7 DSC 2143). failure to report according to the regulations can 
result in aT order t - nse and desist and to be subject to penalties as provided t'or in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

11-30-2C01 RCVD 


See reverse side for 
additional information. 




1. REGISTRATION NO. 

23-R-0055 


CUSTOMER NO. 

340 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY {Name and Aaarass, as registered with USuA. 
include Zip Code) 

WISTAR INSTITUTE. THE 
3601 SPRUCE STREET 
PHILADELPHIA, PA 19104 


(215) 898-3709 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmentation, or neld for these purposes. Attach addttionat 
sheets if necessary.) 


FACILITY LOCATIONSfs/les; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use APHiS FORM 7023A } 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0, Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
an esthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must he attached to (his report) 

4. Dogs 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

8. Rabbits 

0 

103 

5 

0 

9. Non-Human Primates 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

11. Pigs 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D ♦ E) 




108 



13. other Animals 

0 

0 

0 

0 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by trie 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 






EADQUARTERS 





















































APHIS Form 7023 Site List 


The following sites have been reported by the fecility. 


Registration Number; 23-R-0055 

Customer Number: 340 

Facility: WISTAR INSTITUTE. THE 

3601 SPRUCE STREET 
PHILADELPHIA, PA 19104 
(215) 898-3709 


THE WISTAR INSTITUTE 
3601 SPRUCE STREET 
PHILADELPHIA, PA 19104 


Tm,s report IS f^quired by law (7 USC 2143), Failure to report according to the regulations can 
•result ir an order to cease and desist and to be subject to penalties as provided for m Section 21 50. 


See reverse side for 
additional information, 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

12-05-2001 RCVO 


1. REGISTRATION NO. 

23-R-0056 


CUSTOMER NO. 

626 


Interagency Reoort Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as reg/sferecr ^ith USDA. 
include Zip Code) 

PITTSBURGH zoo - ?lACS 

OMC I lI LL n O AO - 
PITTSBURGH. PA 15206 


^ ^ I (412)665-3639 

3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) — 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aftac^ additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the 'easona sucn drugs were not used 
must be attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Gc/vt^ 


13. Other Animals 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D^E) 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (JACUC), A summary of all the exceptions is attached to this annual report, in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





































Report Start Date 
10 / 01/00 


Detailed Inventory Report for Mammalia 


Report End Date 
09/30/01 



Taxonomic name/status 
Didelphis virginiana 

Owned and On-site 2 

In on Loan 
Out on Loan 

Dendrolagus matschiei 

Owned and On-site 

In on Loan 0 

Out on Loan 1 

Macropus giganteus 

Owned and On-site 1 

In on Loan 2 

Out on Loan 

Echinops telfairi 

Owned and On-site 5 

In on Loan 

Out on Loan 1 

Atelerix albivenlris 

Owned and On-site 2 

In on Loan 
Out on Loan 

Pteropus giganteus 

Owned and On-site 0 

In on Loan 
Out on Loan 

Carollia perspicillata 

Owned and On-site 9 

In on Loan 21 

Out on Loan 

Artibeus jamaicensis 

Owned and On-site 0 

In on Loan 
Out on Loan 

Euiemur fulvus fuivus 
Owned and On-site 
In on Loan 

Out on Loan 1 

Lemur catta . 

Owned and On-site 1 

In on Loan 
Out on Loan 

Varecia variegata rubra 
Owned and On-site 
In on Loan 

Out on Loan 2 

Varecia variegata variegata 
Owned and On-site 1 

In on Loan 2 

Out on Loan 

Leontopithecus rosalia 
Owned and On-site 

In on Loan 1 

Out on Loan 


Beginning 
Status 


1 


0 


0 


12 

24 


0 


0 

0 


0 


0 

0 

0 

0 


0 


0 


100 

0 


102 


0 


0 

0 


Row 


Births 


Acquisitions Change Deaths Dispositions 


Ending 

Status 


VIRGINIA OPOSSUM 


0 


1 


0 


IZY 


IZY 


App. li 


LESS 

1 


ER M 

0 


IZY App. I 


IZY Vulnerable App. I 


IZY Critically Endangered App. I 


IZY Endangered App. I 


IZY Critically Endangered App. I 


0 1 


0 


MATSCHIE'S TREE KANGAROO 

• • • • 

0 2 0 

• • ■ • 

1 0 0 

« > • * 

GREAT GREY KANGAROO 

1 1 0 

2 2 0 

ADAGASCAR HEDGEHOG TENREC 

0 4 0 0 

• « • * 

1 0 0 

HEDGEHOG 

0 10 0 


B 


INDIAN FLYING FOX 

0 0 4 


SEBA'S SHORT-TAILED BAT 

9 12 100 

« ft ft • 

21 24 0 

ft ft ft ft 

ft ft ft ft 

JAMAICAN FRUIT-EATING BAT 

0 1 102 


BROWN LEMUR 


1 0 0 

ft • ft 

RING-TAILED LEMUR 

1 3 0 


RUFFED LEMUR 


2 2 0 

• ft • ■ 

LACK-AND-WHITE RUFFED LEMUR 

1 0 0 

ft ft ft ft 

2 0 0 

ft ft ft • 

ft ft • ft 

GOLDEN LION TAMARIN 


0 1 


0 


Printed: 10/05/01 


Pittsburgh Zoo & Aquarium 
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Repo'rt Start Date 
10 / 01/00 


Taxonomic name/status 
Saguinus fuscicoUis 
Owned and On-site 
In on Loan 
Out on Loan 

Saguinus oedipus 
Owned and On-site 
In on Loan 
Out on Loan 

Alouatta caraya 

Owned and On-site 


Detailed Inventory Report for Mammalia 

Beginning Row EUd in Si 

Status Births Acquisitions Change Deaths Dispositions Status 

App. II SADDLE-BACK TAMARIN 


Report End Date 
09/30/01 




IZY Endangered App. I 


• • • 

2 0 1 

• • • 

COTTON-TOP TAMARIN 





0 



0 


App. II 



BLACK HOWLER 

2 1 0 

• « 


In on Loan 

• 







Out on Loan 

2 

• 

3. 

0 




2 3 0 

Lagothrix lagotricha 





IZY App. II 


WOOLLY MONKEY 

Owned and On-site 

0. 

1. 

0 


• • • 


0 1 0 

9 9 9 9 

In on Loan 

0. 

1. 

0 


• • • 

0. 1. 

0 . . . . 

Out on Loan 

1. 

0. 

0 


• • • 


• 

• 

• 

O 

• 

o 

Pithecia pithecia 





IZY App. 11 


WHITE-FACED SAKI 

Owned and On-site 

0. 

2. 

0 

1. 

0 1 

• • • 

0. 0. 

1 12 0 
• • 9 9 

In on Loan 

3. 

2. 

1 


1 0 0 

• « • 


4 2 1 

• • 9 9 

Out on Loan 

1. 

1. 

0 


• • « 


1 1 0 

• • • • 

Cercopithecus diana 





IZY Vulnerable App. I 


DIANA MONKEY 

Owned and On-site 

1. 

1. 

0 


• « • 


1 1 0 

• • 9 9 

In on Loan 

2. 

0. 

0 




2 0 0 

• • * • 

Out on Loan 

1. 

0. 

0 


• • • 


o 

• 

o 

■ 

• 

• 

Cercopithecus diana diana 




IZY Vulnerable App. I 


DIANA MONKEY 

Owned and On-site 

« 




• 9 9 


• ■ • • 

In on Loan 

0 

• 

1. 

0 


• • • 


0 1 0 

• • • ■ 

Out on Loan 

• 




• • • 


* • 9 9 

Cercopithecus negiectus 





App. II 


DE BRAZZA'S MONKEY 

Owned and On-site 

• 




• • • 


• • • • 

In on Loan 

• 



1. 

o 

• 

o 

• 


1 0 0 

« • • • 

Out on Loan 

2 

• 

1. 

0 


• • # 


2 1 0 

* • « • 

Mandrillus sphinx 





Lower Risk - Near Threatened App. I 

MANDRILL 

Owned and On-site 

3 

• 

1. 

0 


• • • 

• • 

3 1 0 

9 9 9 9 

In on Loan 

• 




• « • 

• ■ 

• 9 9 9 

Out on Loan 

2 

« 

2 

■ 

0 


» • • 

• • 

2 2 0 

9 9 9 9 

Colobus angolensis angolensis 



Lower Risk - Near Threatened App. It 

BLACK-AND-WHITE COLOBUS 

Owned and On-site 

2 

• 

1. 

0 


» « « 

• « 

2 1 0 

• • 9 9 

In on Loan 

2 

• 

2. 

0 

0. 

0 1 

• • • 

• m 

2 2 1 

Out on Loan 

• 




■ • • 

« • 

• • • • 

Hyiobates ieucogenys 





IZY Data Deficient App. 1 


WHITE-CHEEKED GIBBON 

Owned and On-site 

» 




9 • • 

• • 

■ • • • 

In on Loan 

2 

• 

2. 

0 


■ * « 

1. 0. 

o 

• 

• 

• 

ho 

• 

o 

Out on Loan 

• 




* • • 

• • 

• • • • 

Gorilla gorilla gorilla 





IZY Endangered App. 1 


WESTERN LOWLAND GORILLA 

Owned and On-site 

0 

• 

4. 

0 


■ • • 

• • 

0 4 0 

• * • • 

In on Loan 

4 

• 

2. 

0 

0. 

1 0 

• • • 

• « 

4 3 0 

• ft 9 4 

Out on Loan 

• 

• 



• • • 

« • 

9 9 9 9 

Pan troglodytes 





Endangered App. 1 


CHIMPANZEE 

Owned and On-site 

• 

• 



♦ • • 

« • 

ft ft • • 

In on Loan 

• 

• 



• • • 

9 • 

• ft 99 

Out on Loan 

0 

• 

1 

m 

0 


• • ■ 

• « 

0 1 0 

• ft 9 9 


DrintoH in/nR/m 


Pittsburgh Zoo & Aquarium 
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R6port Stsrt Dst© D©t3 

10 / 01/00 


Beginning 

Taxonomic name/status Status 

Pongo pygmaeus 

Owned and On-site 

In on Loan 0. 1 . 0 

Out on Loan 

Pongo pygmaeus pygmaeus 

Owned and On-site 0 , 1 . 0 

In on Loan 5 , 2 . 0 

Out on Loan 0. 1 . 0 

Choloepus hoffmanni 

Owned and On-site 1 . 0 . 0 

In on Loan 

Out on Loan 1. 0. 0 

Tamandua tetradactyla 

Owned and On-site 2. 1. 0 

In on Loan 
Out on Loan 

Oryctolagus cuniculus 

Owned and On-site 1 . 2 . 2 

In on Loan 
Out on Loan 

Oryctolagus cuniculus dutch__belted 

Owned and On-site 
In on Loan 
Out on Loan 

Castor canadensis 

Owned and On-site 1 . 1 . 0 

(n on Loan 
Out on Loan 

Pedetes capensis 

Owned and On-site 1 . 0 . 0 

In on Loan 
Out on Loan 

Heterocephalus glaber 

Owned and On-site 7. 5. 6 

In on Loan 
Out on Loan 

Coendou prebensitis 

Owned and On-site 0 . 2 ^ 0 

In on Loan 
Out on Loan 

Erethizon dorsatum 

Owned and On-site 1 . 0 , 0 

tn on Loan 

Out on Loan 0. 1. 0 

Chinchilla lanigera 

Owned and On-site 3 . 3 , 0 

In on Loan 
Out on Loan 
Cavia porcellus 

Owned and On-site 1 , 1 . 0 

In on Loan 
Out on Loan 


Detailed Inventory Report for Mammalia 


Report End Date 
09/30/01 



Row 

Births Acquisitions Change 

IZY Vulnerable App. I 


Deaths 


Ending 

Dispositions Status 

ORANGUTAN 


IZY Vulnera 


Data Deficie 


ble App. I 


App. I 


nt App. Ill 


HOFFMA 


0 1 0 

I « • * 

I • • • 

BORNEAN ORANGUTAN 

0 1 0 
I • < • 

5 2 0 

I « • • 

0 1 0 

I • « • 

NN’S TWO-TOED SLOTH 

1 0 0 

• • • * 

ft • • * 

1 0 0 

• ft • • 

SOUTHERN TAMANDUA 

2 1 0 


DUTCH BELTED RABBIT 

1 0 0 


PREHENSI 


NORTH 

0 


EUROPEAN RABBIT 

0 2 2 


AMERICAN BEAVER 

1 1 0 


SPRINGHAAS 
1 0 0 


NAKED MOLE-RAT 
5 5 5 


LE-TAILED PORCUPINE 

0 2 0 


AMERICAN PORCUPINE 


0 1 0 

ft • 

CHINCHILLA 

3. 3. 0 


GUINEA PIG 
1 0 0 


Printed: 10/05/01 


Pittsburgh Zoo & Aquarium 
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eport Start Date 
0 / 0 1 100 


Detailed Inventory Report for Mammalia 


Report End Date 
09/30/01 




0 


Beginning 

■xonomic name/status Status 
isyprocta teporina aguti 
Owned and On-site 1.1 0 

In on Loan 
Out on Loan 

ia geoNrensis 
Owned and On-site 1 

In on Loan 
Out on Loan 

Uopex lagopus 

Owned and On-site 2 

In on Loan 
Out on Loan 

Zanis rufus gregoryi 
Owned and On-site 
In on Loan 
Out on Loan 

Vulpes zerda 

Owned and On-site 

In on Loan 
Out on Loan 

Tremarctos ornatus 

Owned and On-site 
in on Loan 
Out on Loan 

Ursus americanus americanus 
Owned and On-site 1 

In on Loan 
Out on Loan 

Ursus arctos tniddandorffi 
Owned and On-site 1 

In on Loan 
Out on Loan 
Ursus maritimus 


1 


1 


1 


0 


1 


1 


0 


0 


0 


0 


Births 


Row 

Acquisitions Change 


Deaths 


Ending 

Dispositions Status 

ST VINCENT AGOUTI 

1 1 0 


Vulnerable App. II 


AMAZON RIVER DOLPHIN 

1 0 0 


IZY Critically Endangered 


Data Deficient App. II 


IZY Vulnerable App. I 


App. Il 


App. I 


NORTH 


ARCTIC FOX 

2 0 0 


LOUISIANA RED WOLF 


1 0 0 

■ • 

FENNEC FOX 

1 0 0 


SPECTACLED BEAR 


1 0 


AMERICAN BLACK BEAR 


1 


1 0 


KODIAK BEAR 


1 


1 0 


Lower Risk - Conservation Dependent App. 


POLAR BEAR 


II 


Owned and On-site 
» 

• 

« 


. 

t • 

• • 

In on Loan 

« 


0 


0. 2. 0 

Out on Loan 

0 

■ 

2. 

App. Ill 

KINKAJOU 

Potos flavus 

Owned and On-site 

0. 

1. 

0 

0 1 0 

In on Loan 





• • 

Out on Loan 





COATI 

Nasua nasua 

Owned and On-site 



1 


0. 1. 1 

In on Loan 

0, 

1. 


• • 

Out on Loan 




App. li 

NORTH AMERICAN RIVER OTTER 

Lontra canadensis 
Owned and On-site 




0. 2. 0 

!n on Loan 

0. 

2. 

0 


^ * • * 

• • 

Out on Loan 

• 




STRIPED SKUNK 

Mephitis mephitis 

Owned and On-site 

1 

• 

1 

• 

0 

. 

1 1 0 

. 

. 


In on Loan 

it nn I nan 


F<eport Start Date 
10 / 01/00 


Taxonomic name/status 
Mustela putorius furo 
Owned and On-site 


In on Loan 
Out on Loan 


Arctictis binturong 
Owned and On-site 


In on Loan 


Out on Loan 


Suricata suricatta 

Owned and On-site 

In on Loan 


Out on Loan 


Acinonyx jubatus 
Owned and On-site 


in on Loan 
Out on Loan 


Felts nighpes nigripes 
Owned and On-site 


In on Loan 
Out on Loan 


Leopardus wiedii 
Owned and On-site 


In on Loan 
Out on Loan 


Leptailurus serval 
Owned and On-site 


In on Loan 
Out on Loan 


Detailed Inventory Report for Mammalia 


Report End Date 
09/30/01 



Beginning 

Status 


Panthera leo 

Owned and On-site 1 

In on Loan 1 

Out on Loan 1 

Panthera onca 
Owned and On-site 
In on Loan 0 

Out on Loan 

Panthera pardus 
Owned and On-site 
In on Loan 0 

Out on Loan 

Panthera pardus orientalis 


Owned and On-site 
In on Loan 
Out on Loan 

Panthera tigris altaica 

Owned and On-site 
In on Loan 
Out on Loan 

Uncia uncia 

Owned and On-site 

In on Loan 
Out on Loan 


Row 


Births 


Acquisitions 


Deaths 


0 0 


Dispositions Status 

DOMESTIC POLECAT 
2 1 0 


App. Ill 


IZY Vulnerable App. I 


IZY App. II 


IZY App. I 


App. II 


BINTURONG 

1 0 0 


SLENDER-TAILED MEERKAT 


1 2 . 0 


0 . 1 


1 0 


Vulnerable App 


App. I 


Lower Risk - Near Threatened App 


IZY Critically Endangered App. I 


IZY Critically Endangered App. I 


LACK-FOOTED CAT 


CHEETAH 

1 0 0 

• • 

0 1 0 


1 0 0 


MARGAY 


1 0 0 


SERVAL 

1 0 0 


LION 

3. 0 
0 . 0 
1 0 


JAGUAR 


0 1 0 


LEOPARD 


0 2 0 


AMUR LEOPARD 

0 1 0 
m • 

2 2 0 

0 1 0 
ft • 

AMUR TIGER 
1 2 0 


1 0 


IZY Endangered App. I 


SNOW LEOPARD 

1 0 0 

• ft 

1 0 0 

ft ft 

1 1 0 


A r\ine 


Pittsburah Zoo & Aquarium 


Page 5 '' 



Report Stsrt D3t6 
10 / 01/00 


Report End Date 

^;;;;;^entory Report for Mammalia oa/30/0, 





Beainrunsi 

Status 


0 . 1 


0 


0 

1 


2 

1 


0 

0 


0 


3 

0 


3 

1 


0 

0 


0 . 1 


0 


0 


aynnomic nar ngjstatys 
aiophus californianus 
Owned and On-site 
In on Loan 
Out on Loan 

Zatcphus californianus californianus^ 

Owned and On-site 
In on Loan 
Out on Loan 
l^QXodonta afficana 
Owned and On-site 
In on Loan 
Out on Loan 
procavia capensis 
Owned and On-site 
In on Loan 
Out on Loan 

Equus burcheltii boehmi 

Owned and On-site 
In on Loan 
Out on Loan 

Diceros bicornis michaeli 

Owned and On-site 
In on Loan 
Out on Loan 

Camelus dromedarius 

Owned and On-site 
in on Loan 
Out on Loan 

Lama glama 

Owned and On-site 

in on Loan 
Out on Loan 

Giraffa Camelopardalis reticulata 

Owned and On-site 
in on Loan 
Out on Loan 
Muntiacus reevesi 
Owned and On-site 
In on Loan 
Out on Loan 

Muntiacus reevesi reevesi 

Owned and On-site 
In on Loan 
Out on Loan 

Odocoileus virginianus virginianus 

Owned and On-site 2 . 

In on Loan 
Out on Loan 
Rangifer tarandus 
Owned and On-site 

in on Loan 


0 1.0 


0 


1 


0 . 0 


1 


1 


0 . 0 


1 0 . 0 


Births 


Row 

Arq uisitions Change 


Deaths 


Ending 

nic^ positions Status 

CALIFORNIA SEALiON 


1 1 


0 


0 . 0 


0 


0 


1 0 


ft 

Endangered App. I 


-1 


+1 


0 


CALIFORNIA SEALION 

0 . 2 , 0 

1 1 0 

AFRICAN ELEPHANT 
1 4. 0 

ft 

1’ 0’ 0 

rock hyrax 

3. 1.0 

0 . 1 . 0 

. • 

« • 

GRANTS ZEBRA 

0 2 . 0 


0 


0 


• • 

IZY Critically Endangered App. I 


eastern black rhinoceros 

■ ■ 2' o'. 0 

ft ' 

ft • 

dromedary 

0 1.0 


0 


2 . 0 

llama 

0 . 0 


Lower 


Risk - Conservation Dependent 


0. 1. 0 


-1 


+1 


reticulated giraffe 

1 1 . 0 

. 

• ; 1; o'. 0 

CHINESE MUNTJAC 


1 0 . 0 

CHINESE MUNTJAC 

1 1.0 


WHITETAILED DEER 
2. 4. 0 

» 

2 0 . 0 
reindeer 

0 4. C 



0 


0 


1 0 


ort S;art Date 
j1/00 

Reainnina 

name/s Mus 

yaliscus pygargus phillipsi 
3wnecl and On-site ^ 

n on Loan 
Out on Loan 
zelta dama ruficollis 
Owned and On-site 
In on Loan 
Out on Loan 
azella thomsonii 
Owned and On-site 

in on Loan 
Out on Loan 

3ubalu$ depressicornis 
Owned and On-site 
in on Loan 
Out on Loan 

Taurotragus oryx 
Owned and On-site 

in on Loan 
Out on Loan 

Capra hircus 

Owned and On-site 

in on Loan 

Out on Loan 

Oreamnos americanus 
Owned and On-site 
in on Loan 
Out on Loan 

Ov/s ar/es 

Owned and On-site 

In on Loan 
Out on Loan 

Cephalophus monticola bicolor 
Owned and On-site . 

in on Loan. 

Out on Loan 


Detailed Inventory Report for Mammalia 


0 


0 


1 


0 


0 


Row 

Rirths Ac quisitions Chang e 

IzY Lower Risk - Conservation Dependent 


Deaths Dispositions 


Ending 
Status 

BLESBOK 
1 0 . 0 


IZY Endangered App- i 

1 2 . 0 


addra gazelle 

1 2 . 0 


THOMSON'S GAZELLE 

0 2 . 0 


ANOA 


IZY Endangered App. I 


Lower 


Risk - Conservation Dependent 


0 . 1.0 

COMMON ELAND 


3 . 0 

GOAT 
4 0 


IZY 


rocky mountain goat 


1 2 . 0 

SHEEP/MOUFLON 

0 3. 0 


App. II 
0 . 0 


blue duiker 

2 1 0 
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APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


23-R-0056 

626 

PITTSBURGH ZOO 
-0 NE HIL trReACh ^ 
PITTSBURGH, PA 15206 
(412) 665-3639 


W ' L. ' 


pU-ACtT 


THE PITTSBURGH ZOO _ 

-eN E -H I bL-ROAD- C VO ' u O p u /V C !x 

PITTSBURGH, PA 15206 


This report is required by law (7 USC 2143). Failure to report according to the regulations 

can result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSECPTION SERVICE 


FORM APPROVED 

0MB NO, 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and address, as 

ANNUAL REPORT OF RESEARCH FACILITY 

registered with USDA, include zin code 


(TYPE OR PRINT) 

Institute for Cancer Research 
Fox Chase Cancer Center 


12-03-2001 RCVD 

7701 Burholme Avenue 
Philadelphia. PA 19111 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, tesing, teaching, or experimentation, or held for 
these purposes. Attach additional sheets if necessary). ^ 


FACILITY LO 

CATIONS (Sites) 





A. 

Animals 
covered by 
the Animal 
Welfare 
Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching or testing 
experiments 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research 
surgery or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use 
of appropriate anesthetic, analgesic, or 
tranquilizing drugs would have adversely 
affected the procedures, results or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An 
explanation of the procedures producing 
pain or distress in these animals and the 
reasons such drugs were not used must be 
.attached to this report). 

F. 

TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

-0- 

-0- 

-0- 

-0- 

1 

5. Cats 

-0- 

- -0- 

^0- 

-0- 

-0- 

6. Guinea Pigs 

-0- 

-0- 

-0- 

__ _ 

zQz 

7. Hamsters 

-0- 

-0- 

-0- 

-0- 

iilllllllHil^^ 

8. Rabbits 

-0- 

35 

-0- __ 

-0- 

35 

9. Non-human 
Primates _ 

-0- 

-0- 

-0- _ _ 

-0- 

-0- 


-0- 

-0- 

-0- 

-0- 

iQi 

11. Piss 

-0- 

*0- 

-0- 

-0- _ 


12 Other Farm 
Animals 

-0- 

-0- 

-0- 

-0- 

-0- 

13. Other Animals 






woodchucks 

=0z 

iQz 

30 

lOz 

30 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and 
tranquilizing drugs, prior to, during, and following actual research, teaching, testing, surgery, or experimentation were followed by this research 
facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be 
specificed and explained by the principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all 
such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary includes a brief 
explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the 
adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

It) 

Dale Signed 



11/29/01 


/\rrn>y rv^ivm io-^j oo;, wiuuii uu^uicic; 

(AUG 91) 
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This rf-port is required by law {7 USC 2143). Failure to report according to the regulations can 
resuit .n an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

1 

See reverse side for 
additional information. 

Interagency Report Control No 
0180-DOA-AN 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0067 


CUSTOMER NO. 
759 


FORM APPROVED 
OM8 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered witn USOA, 
include Zip Code) 

JOHNSON TECHNICAL INSTITUTE 
3427 N. MAIN AVENUE 
SCRANTON. PA 18508 
570 )]E(K 342.6404 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets tf necessary.) 


FACILITY LOCAT\OHS(sites) 


See Attached Listing 



[REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

8. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invdwng accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress tn these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each phncipai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18>23 (Oct 88). which is obsolete 


I DATE SIGNED 

10/15/01 

PART 1 - HEADQUARTERS 




























Saint Vincent College 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 8. Number of C. Number of D. Number of animals upon £. Number of animals upon which teachmg, F. 

animals being animals upon which experiments. experiments, research, surgery or tests were 

Animals Covered bred, which teaching, teaching, research, conducted involving accompanying pain or distress TOTAL NO. 

By The Animal conditioned, or research, surgery, or tests were to the animals and for which the use of appropnate OF ANIMALS 

Welfare Regulations held for use in experiments, or conducted involving anesthetic, analgesic, or tranquilizing drugs would 

teaching, testing, tests were accompanying pain or have adversely affected the procedures, results, or (Cols, C + 

experiments, conducted distress to the animals interpretation of the teaching, research, D ♦ E) 

research, or involving no and for which appropriate experiments, surgery, or tests. (An explanation of 

surgery but not pain, distress, or anesthetic, analgesic, or the procedures producing pain or distress in these 

yet used for such use of pain- tranquilizing drugs were animals and the reasons such drugs were not used 

purposes. relieving drugs. used. must be attached to this report) 



ASSURANCE STATEMENTS SEE ATTACHED 

I 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing doigs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACJUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

143) 

•FICIAL (Type or Print) j DAT^SIGNED 

'%^Li 


PART 1 - HEADQUARTERS 













This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED states DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 




Interagency Report Control No 
0180*DOA-AN 


12-05-2001 RCVO 


1. REGISTRATION NO. 
23-R-0072 

CUSTOMER NO. 

28 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USCA. 

include Zip Code) 

LEHIGH VALLEY HOSPITAL 

ADVANCED CLINICAL TECHNOLOGIES 

CEDAR CREST &I-78 

PO BOX 689 

ALLENTOWN. PA 18105 
(610)402-8977 


sheets if necessary.) 



FACILITY LOCATlONSfs/fes) 

See Attached Listing 

ADVANCED CLINICAL TECHNOLOGIES 

DEPARTMENT , 

2ND FLOOR, GENERAL SERVICES BUILDING (GSB) ,CC&I7 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals uoon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C * 
0*E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 3. Other Animals 




ASSURANCE STATEMENTS _______ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summBry of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

al) 



<L (Type or Print) 


APH 

(- 


nf; DATE SIGNED 
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This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an orcer to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH.INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT): ^ j 1 R C V D 


See reverse side for 
additional information 


Interagency Report Control No 
0180-OOA-AN 



1 . REGISTRATION NO. CUSTOMER NO. 

23-R-0075 356 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

include Zip Code) 


MEDIAN SCHOOL OF ALLIED HEALTH CAREERS 

125 SEVENTH STREET 


PITTSBURGH. PA 15222 

1 (412)391-0422 



sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. '-' 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. - /. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anatgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheap 


11. Pigs 


12, Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

FYeriitivfk Officer or Leaallv Resnonsihle Institutional officiah 


DATE SIGNED 


MrniQ rurcM 

(AUG 91) 


(Replaces vs form I8-23 (Oct 88 ). wnicn is obsolete 
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T'ntc report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in <aP order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0078 


CUSTOMER NO. 

357 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 




_ . M 

2. HEADQUARTERS RESEARCH FACILITY [Name and Address, as registered mth USDA. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

fTYPF OP PR TNT) HARCUM COLLEGE 

( / rrc: VETERINARY SERVICES BUILDING 

750 MONTGOMERY AVENUE 
BRYNMAWR, PA 19010 

(610) 526-6108 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expen mentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attacd additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. .Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic. analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

0 

0 

o 

0 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and comolete (7 U.S.C. Section 2143) 


DATE SIGNED 


lEADQUARTERS 






































V ' 


This report is reouired by iaw \1 USC 2'^43). Failure to repon according to the regulations can 
resui in an order o cease and desist ana to be subject to penalties as provided 'or n Section 21 

See reverse side for 

50. additional information. 

Interagency Recort Control No 
0180*OOA-AN 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

23-R*0088 350 

-] 

FORM APORCVEO 

0M8 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(VfPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name ana Aaaress. as registerea witn USCA. 
include Zip Code) 

MONELL CHEMICAL SENSES CENTER 

3500 MARKET STREET 

PHILADELPHIA, PA 19104 
(215)898-8878 

I 3. REPORTING FACILITY (List all locations wnere animals were noused or used m acuai researcn. testing, teaching, or expenmentation. or held for these purposes. Attach additional 

I sheets if necessary.) 

FACILITY LOCATIONSfS/les) 

See Attached Listing 

Fourth Floor 

N/A 


N/A 


N/A 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attacn aaditionai sheets tf necessary or use APHIS PORM 7023A ) 

A. 

Animals Covered 

8y The Animal 

Welfare Regulatiens 

B. Numberof 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizmg drugs were 
used. 

E. Number of animals upon whicn teacmng. 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquiilzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

o*e) 

4. Dogs 

N/A 

N/A 

N/A 

N/A 

N/A 

5. Cats 

N/A 

N/A 

N/A 

N/A 

N/A 

6. Guinea Pigs 

N/A 

N/A 

N/A 

N/A 

N/A 

7. Hamsters 

N/A 

N/A 

N/A 

N/A 

N/A 

3. Rabbits 

N/A 

N/A 

N/A 

N/A 

N/A 

9. Non-Human Primates 

N/A 

N/A 

N/A 

N/A 

N/A 

10. Sheep 

N/A 

N/A 

N/A 

N/A 

N/A 

1 1 . Pigs 

N/A 

N/A 

N/A 

N/A 

N/A 

12. Other Farm Animals 

N/A 

N/A 

N/A 

N/A 

N/A 




• 



13. Other Animals 






Meadow Voles 

0 

15 

0 

0 

15 

Pocket .Gophers 

0 

3 

0 

0 

3 

Prairie Voles 

0 

17 

0 

0 

17 

ASSURANCE STATEMENTS | 


1) professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquiilzing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, tn 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speoes and number of animats affected. 

4 ) The attending veterinanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


DATE SIGNED 

w/zr/c! 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct S8), which is obsolete 


PART 1 - HEADQUARTERS 

































































See reverse side for 
addilional information. 


Interagency Reccn Control No 
0180‘DCA.AN 


This report is reauired Dy law (7 USC 2143). Failure to report according to the regulations can 
•esult m an v^aer to cease and desist and to oe subject to penalties as provided for m Section 2150. 


UNITED states DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

CUSTOMER NO. 

23-R-0088 

350 


FORM APPROVED 
OMB NO. Q579-0036 


2. HEADQUARTERS RESEARCH FACILITY ,A/ame and Address, as regisrered USDA, 
include Zip Code) 

MONELL CHEMICAL SENSES CENTER 
3500 MARKET STREET 
PHILADELPHIA. PA 19104 
(215) 898-8878 


REPORT OF animals USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Aitacn additional sdeets if necessary or use th/sfdrm.) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Mumper of animals upon which teaching. 

F. 


animals being 

animals upon 

which expenments, 

expenments. research, surgery or tests were 


Anirials Covered 

bred. 

which teaching. 

teaching, research, 

conducted involving accompanying pam or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

researcn, 

surgery, or tests were 

to the animats and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

expenments, or 

conducted involving 

anesthetic.analgesic. or tranquiiizing drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. G 


expenments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

0 + E) 


research, or 

involving no 

and for which appropriate 

expenments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pam or distress in these 



yet used for such 

use of pain- 

tranquiiizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research fadiity. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility i$ adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. !n 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speces and number of animals affected. 

4) The attending vetennarian for this research facility has appropnate authority to ensure the provision of adequate vetehnary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


_ _ 1 


?4._ X.* I 


APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


■int) DATE SIGNED 

iL/ia/of 

PART 1 - HEADQUARTERS 






APHIS Form 7023 Site List , ^ _ 2 9 - 2 0 0 1 R C V D 

The following sites have been reported by the facility. 


Registration Number: 23-R-0088 

Customer Number: 350 

Facility: MONELL CHEMICAL SENSES CENTER 

3500 MARKET STREET 
PHILADELPHIA, PA 19104 
(215) 898-8878 


MONELL CHEMICAL SENSES CENTER 
3500 MARKET STREET 
PHILADELPHIA, PA 19104 


This report is required oy law (7 USC 2143). Failure to report according to the regulations can See reverse side for yr- . v Interagency Report Control Me 

result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. additional information i '' 0180*DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

n-29-200l RCVO 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0089 360 

FORM APPROVED 

0MB NO, 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wim USZA. 
include Zip Code) 

COCALICO BIOLOGICALS. INC. 

449 STEVENS ROAD 

P.O. BOX 265 

REAMSTOWN, PA 17567 
(215) 267-7548 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LQCATlOHS(sites) 


See Attached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
Di'E) 

4. Dogs 

-0- 

-0- 

-0- 

-0- 

-0- 

5. Cats 

-0- 

-0- 

-0- 

-0- 

-0- 

6. Guinea Pigs 

45 

160 

155 

-0- 

315 

7, Hamsters 

-0- 

-0- 

-0- 

-0- 

-0- 

8. Rabbits 

162 

7,388 

3,339 

-0- 

10,727 

9. Non-Human Primates 

-0- 

-0- 

-0- 

-0- 

-0- 

10. Sheep 

2 

-0- 

5 

-0- 

5 

1 1 . Pigs 

-0- 

-0- 

-0- 

-0- 

-0- 

HORSES 

12. Other Farm Animals 

2 

6 

-0- 

-0- 

6 

GOATS 

8 

95 

28 

-0- 

123 

13, Other Animals 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

. 

— 

— 


— 

— 


— 

— 

— 

— 

— 

ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
f Chief Executive Officer or Leoallv Resoonsible Institutional officiah 



V Print) 

DATE SIGNED 



11/28/01 


PART 1 - HEADQUARTERS 


























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 
Customer Number: 
Facility: 


23-R-0089 

360 

COCALICO BIOLOGICALS, INC. 
449 STEVENS ROAD 
P.O. BOX 265 
REAMSTOWN, PA 17567 
(215) 267-7548 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


COCALICO BIOLOGICALS, INC. 

449 STEVENS ROAD, P. O . BOX 265 
REAMSTOWN, PA 17567 


6 




) 



STEVENS, PA 17578 







pAca/ty) 



STEVENS, PA 17678. 


buPwovrs. 



Ai «v£. 

FACiLity itwofcA 
rHA-iM cf^icC/u^ 


COCALICQ.BIOI.,OGirAI.S, INC 
4 4 9 OTEVDNO RD 

PO BOX ' 266 Du-PuiCA-rS. 

REAMSTOWN, PA 






This report is required by law (7 USC 2143). Failure to report according to the regulations can 
resuil in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RES 

(TYPE OR PI^L 


See reverse side for 
additional information. 




Interagency Repoa Control No 
0180-OOA-AN 



1. REGISTRATION NO. CUSTOMER NO. 

23-R-0090 361 

FORM APPROVED 

OM0 NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, asregtstsred with USDA, I 

1 include Zip Code) 


MAGEE-WOMENS HOSPITAL 

300 HALKET STREET 


PITTSBURGH, PA 15213 

(412) 647-4051 



sheets if necessary.) 


See Attached Listing 


FACJUTY lOCAVONS{S)tes} 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional shaets // necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 


13. Other Animals 


Mice 


Rats 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
tha procedures producing pain or distress in these 
animals and the reasons such c^gs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
0 + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, Including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required Uiat exceptions to the standaiOs and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
additioi; to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 






SIGN 


APHI 

{A 


DATE SIGNED 

lEADQUARTERS 

























rV^ 

^ A 


Thi report is required by taw (7 USC 2143). Failure to report according to the regulations can 

See reverse side for 

' A 

\ interagency Report Ccnt.'ol No 


result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 

additional information. 

01 80*00 A-AN 

' "'1 " ■■ 1 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


^ T 


23-R'0091 


FORM APPROVED 
0MB NO. 0579^036 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered -v/m USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

/'TVDP no PD TNT) CHILDREN’S HOSPITAL OF PITTSBURGH 

( TYFt UK HKIN IJ ^705 FIFTH AVENUE 

PITTSBURGH. PA 15213 

(412)692-6360 


3. REPORTING FACILITY (Ust ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) . . ._ . 


FACILITY LOCATIONS(s/res) 


See Attached Listing 


Children's Hospital of Pittsburgh 


Rangos Research Center. McKee Street 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

1 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols, C + 

D + E) 



4. Dogs 


5. Cat? 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Er.ch principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and comolete (7 U.S.C. Section 2143) 


SIGNA' 


APHIS ■ . 

(AUG 91) 






DATE SIGNED 

lEADQUARTERS 




















This report .s required by law {7 DSC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

n-30-2001 RCVD 




See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

FORM APPROVED 

OM8 NO. 0579-0036 

23-R-0098 688 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. | 

1 include Zip Code) 


INDIANA UNIVERSITY OF PENNSYLVANIA 

305 WEYANDT HALL 
INDIANA. PA 15705 
(724) 357-2609 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSrs/les; 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

6 

0 

0 

6 

9. Non-Human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

1 1 . Pigs 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 



1 3. Other Animals 

0 

0 

0 

0 

0 

Wild Rodents 

0 

1305 

0 

0 

1305 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animats, including appropriate use of anesthetic, analgesic, and tranquilizing doigs, prior to. during, 
and following actual research, teaching, testing, surgery, or expehmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


1 rortifu that the ahov/A tniP rniTArt and rnmnlotp f7 1 1 .R Ft .Rprtlnn 71 4*^^ 


DATE SIGNED 

11-28-01 

T 1 - HEADQUARTERS 


EJbfl2^SlS0DUS 




























































This report is required by taw {7 DSC 2143). Failure to report according to the regulations can P See reverse side for Interagency Report Control No 

resuit in an order to cease and desist and to be subject to penalties as provided for in Section 2150. v additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICb-TURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. registration no, 
23-R'OIOO 

CUSTOMER NO. 
354 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

PENNSYLVANIA COLLEGE OF OPTOMETRY 

8360 OLD YORK ROAD 

ELKINS PARK. PA 19027 

3. REPORTING FACILITY (List all locations where animats were housed or used m actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSfs/fes) 


See Attached Listing 

COMPARATIVE MEDICINE CENTER 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Anach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cofs. C ♦ 

D + E) 

4. Dogs 

na 

na 

na 

na 

0 

5. Cats 

na 

na 

na 

na 

0 

6. Guinea Pigs 

na 

na 

na 

na 

0 

7. Hamsters 

na 

na 

na 

na 

0 

8. Rabbits 

26 

na 

26 

na 

26 

9. Non-Human Primates 

na 

na 

na 

na 

0 

10. Sheep 

na 

na 

na 

na 

0 

1 1 . Pigs 

na 

na 

na 

na 

0 

12. Other Farm Animals 

na 

na 

na 

na 

0 







13. Other Animals 

na 

na 

na 

na 

0 


- 





0 












ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC^approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


SIC 


DATE SIGNED 


09/19/01 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18*23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
























































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0100 

Customer f>Jumber: 354 

Facility: PENNSYLVANIA COLLEGE OF OPTOMETRY 

8360 OLD YORK ROAD 
ELKINS PARK, PA 19027 
(215) 27 6-6 1 ' 92 IpO-iml 


PENNSYLVANIA COLLEGE OF OPTOMETRY 
8360 OLD YORK ROAD 
ELKINS PARK, PA 19027 



US report is required by law (7 USC 2143). Failure to report according to the regulations can 
csult in sf Tder to cease and desist and to be subject to penalties as provided for in Section 2150. 


“united states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATION NO. 
23-R-0103 


CUSTOMER NO. 
365 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
0MB NO. 0579^036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wfth USDA. 
include Zip Code) 

VILLANOVA UNIVERSITY 
800 UNCASTER AVE. 

VILUNOVA, PA 19085 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes; 


VILUNOVA UNIVERSITY- DEPT. OF BIOLOGY 
VILUNOVA. PA 19085 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquilivng drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Cols. C • 

□ ♦E) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

l__ 1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

- ..... 

DATE SIGNED 

11/29/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct B8)» which Is obsolete 


PART 1 - HEADQUARTERS 












APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number 23-R-0103 

Customer Number. 365 

Facility: VILLANOVA UNIVERSITY 

800 LANCASTER AVE. 
VILLANOVA, PA 19085 


Villanova University 
Department of Psychology 
800 Lancaster Ave. 
Villanova, PA 19085 



Tnis repon is required by !aw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 




See reverse side 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R<0111 


CUSTOMER NO. 
367 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

('TYPE 0« 8 - 2 0 0 I RCVD 



2. HEADQUARTERS RESEARCH FACILITY (Name ana Aadress. as registered wiin USDA, 
include Zip Code) 

LOCK HAVEN UNIVERSITY 
PSYCHOLOGY DEPARTMENT 
308 ROBINSON HALL 

LOCK HAVEN. PA 17745 ^ 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 




^0 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare .Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
ancsthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 



8. Rabbits 


9, Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


1 3. Other Animals 


ASSURANCE STATEMENTS 


O 


O 


O 


o 






1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attanding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correcL and complete (7 U.S.C. Section 2143) 


2 N AME& TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL fType or Pr/nfj DATI 


DATE SIGNED 


APHIS FORlil 7023 
(AUG 91) 


(Replaces VS FORM 18^23 (Oct 88), which is obsolete 


//vf'Y 

PART 1 • HEADQUARTERS 






















Thts report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0114 


CUSTOMER NO. 

358 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579*0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

x-j-wnir r')p DPTA/T*) JACKSON IMMUNORESEARCH LABS, INC. 

. \ ‘ ' (TYPE OR PRINT) ^^2 w . BALTIMORE PIKE 

" “ ‘ ' P.O. BOX 9 

WEST GROVE, PA 19390 

(610)869-4067 

3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) — 


FACILITY LOCATIONS(s/res) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which reaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Doqs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Goats 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, phor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by (he Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATfON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


Sjp-.-.. 


^ ^ ^ AM I*. ■ I A I Al A I 


A m. « A.AAIA4 M • 


or Print) 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






















Thir report is required tiyiaw (7 USC 2143). Failure fo report according to the regulations can 
re-ull in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control 
0180-OOA-AN 


nJ 


1. REGISTRATION NO. CUSTOMER NO. 

23-R.<1115 359 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

include Zip Code) 


HAMOT MEDICAL CENTER 

201 STATE ST. 


ERIE. PA 16550 


(814) 877-2684 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfs/tes) 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs wouio 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Rattus s 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treabnent, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specrfied and explained by the 
prinapai investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A sumnriafy of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of antmat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


I 4_ .... ^ — j i-A— I I £4 ^ aov 


L (Type or Print) 


DATE SIGNED 

03ocTo| 


PART 1 - HEADQUARTERS 


(AUG 91) 



















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


23-R-0115 

359 

HAMOT MEDICAL CENTER 
201 STATE ST. 

ERIE, PA 16550 
(814) 877-2684 


HAMOT MEDICAL CENTER 
201 STATE ST. 

ERIE, PA 16550 


Registration Number: 
Customer Number: 
Facility: 


/A 





(Oh Vep&rt IS required by law (7 USC 2143). Failure to report according to the regulations can 
-suit in an ■ der to cease and desist and to be subject to penalties as provided for m Section 21 50 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY , 

LAMPIRE BIOLOGICAL UBORATORIES. INC. 

( / YHt UK KKIiy I J p Q 270 

1 2-03-2001 RCVD ''''' 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

CUSTOMER NO. 

23-R-0122 

369 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
OM6 NO. 0579-0036 


include Zip Code) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) - 


FACILITY LOCATIONSfs/fes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic. 3 nalgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 
D*E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Donkeys 


13. Other Animals 


Goats 





ASSURANCE STATEMENTS _______ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pinctpal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected, 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible institutional official) 

. I certify that the above is taie, correct, and complete (7 U.S.C. Section 2143) 


Print) 



11/30/01 


PART 1 • HEADQUARTERS 











































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number 23-R-0122 

Customer Number: 369 

Facility: LAMPIRE BIOLOGICAL LABORATORIES, INC. 

P. O. BOX 270 
PIPERSVILLE, PA 18947 
(215) 795-2838 


LAMPIRE BIOLOGICAL LABORATORIES >> Please remove this IS a duplicate 

3599 FARM SCHOOL ROAD with an incorrect zip code. 

CTTSVILLE, PA 18947 

LAMPIRE BIOLOGICAL LABORATORIES 
3599 FARM SCHOOL ROAD 
OTTSVILLE, PA 18942 


EVERETT FACILITIES 
9422 CLEAR RIDGE RD 
EVERETT, PA 15537 


— >> 


Please change street number to 


" 9442 " 


This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided tor m Section 2150, 


See reverse side for^ 
additional information. 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUKNT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1 1-30-2001 RCVD 


1. REGISTRATION NO. 

23-R-0124 


CUSTOMER NO. 

370 


Interagency Reoort Control No 
0180-DOA-AN 

FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

WILSON COLLEGE 

1015 PHILADELPHLIA, AVE 

CHAMBERSBURG, PA 17201 


1 3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATIONSfsrfes; 

See Attached Listing OmVcX’ I . , . X n . \ 

TY\o ScxjljlVi ^ e-Vcjrv \ nffhu. 


Su:>ain 

\Aa»c4vs >ScvexiU£^ Ccj(\Vcjr 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO 
OF ANIMALS 

(Cols. C ♦ 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 



trbiVs 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


DATE SIGNED 

11 - 28-01 

FAK I 1 - HEADQUARTERS 
















































0\'t 


This report )S required by law (7 USC 2143). Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0128 


CUSTOMER NO. 

364 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

DELMONT LABORATORIES. INC. 

715 HARVARD AVENUE 
P.O. BOX 269 
SWARTHMORE. PA 19081 

(215) 543-2747 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(s/fes) 


See Attached Listing 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

12-12-2001 RCVO 


[report of ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 
O^E) 

-- I 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
phncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinanan for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is tnje. correct, and complete (7 U.S.C. Section 2143) 


asw s I 


WII1V4I la wawv’osv 


DATE SIGNED 

. - HEADQUARTERS 



(AUG 91) 



















Th.-4 report .o required by law (7 DSC 2143). Failure to report according to the regulations can 
resu lt tn an order to cease and desist and to be subject to penalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

I ^ ^ k, I \ W ^ 


See reverse side for I ■ \ 
additional information 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-0133 374 

FORM APPROVED 

OMB NO. 0579.0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USCA. ] 

1 indude Zip Code) 


UNIVERSITY OF SCRANTON 

800 LINDEN STREET 


SCRANTON. PA 18510 


(570) 941-6180 



sheets if necessary.) 


See Attached Listing 


FACfLITY LOCATfONSrsrfes) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving drugs. 

0. Number of animals upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


d. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, tn 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 . HEADQUARTERS 















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 23-R-0133 

Customer Number: 374 

Facility: UNIVERSITY OF SCRANTON 

800 LINDEN STREET 
SCRANTON, PA 18510 
(570)941-6180 


/-cyoi'A 

4,OW©fcA HALL ANIMAL FACILITIES 
800 LINDEN STREET 
SCRANTON, PA 18510 


1 1 -23-200 1 RCVO 

This . eport is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provideo for m Section 2150. additional information. 




Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



1. REGISTRATION NO. CUSTOMER NO. 

23-R^)134 375 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. j 

include Zip Code) 


ROCKLAND. INC. 


PO BOX 326 


GILBERTSVILLE, PA 19525 

1 (610)369-1008 



3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATiOHSisites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additbnal sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Donkey 


13. Other Animals 


Goat 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


0 


0 


0 


0 


43 


0 


3 


0 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 



834 


0 



D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of tho teaching, .'ssearch, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

0 

0 

0 

0 

0 

0 

0 

0 

321 

0 

0 

0 

0 

0 

0 

0 


TOTAL NO. 
OF ANIMALS 

{Cols. C ♦ 

D + E) 



0 


0 


1155 


0 



ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Offlcer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


sTgN^TURE of C.E.O. or lf4^1TUTIONAL OFf ICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


' PART 1 - headquarters 




























































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGfSTRATION NO. 
23-R-0135 


CUSTOMER NO. 
376 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
OM0 NO 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

DELAWARE VALLEY COLLEGE OF SCI. & AGR. 

700 E. BUTLER AVE. 

DOYLESTOWN. PA 18901 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or heW for these puiposes. Attach additional 
sheets if necessary.) - . 


FACILITY LOCATIONSrsrfes) 


DELAWARE VALLEY COLLEGE OF SCI & AGRl. 
DOYLESTOWN, PA 18901 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposcts. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


1 2. Other Farm Animals 



13. Other Animals 


Gerbfl 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surg^, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of aJ) the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


0691 160490360891 101181 171061 15033078104101 1 14107121052041080115103118 

11/08/2001 


109105107117124 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
























' n.s reoon .s required by law (7 USC 2143). Failure to report according to the regulations can 
result in an or der to cease and desist and to be subject to penalties as provided for m Section 2150. 

UNITED STATES DEPARTMENT OF AGRICULTURE ^ 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side foA 
additional inform atioir 


.r\ 

01 ^ 


cV 


REGISTRATION NCT 
23-R-0137 


CUSTOMER NO. 
8206 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO, 0579-0036 


HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

CENTOCOR. INC. 

200 GREAT VALLEY PARKWAY 
MALVERN. PA 19355 


3. REPORTING FACILITY (Lis^all locations where anmials were housed actuaUesearch testing, teacftin g. or expenmenlation. or held for these purposes 

sheets If nec essary.) CetltOCOr, IHC . , Ma lvem, fA 

— FACILITY LOCATlONSfsrfes; 


See Attached Listing 



BPPnRT ni= ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or t^ts. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be affached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cola. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


ASSURANCE STATEMENTS 

1) Professiorally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

■ CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

o.,.M.T„oc r.e r cr rv np IMSTITIITIONAL OFFIc !^ I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DAT 


DATE SIGNED 


1 CiSiO\. 

PART 1 - HEADQUARTERS 


9 I ) 


N t / 


report is required by law (7 USC 2143). Failure to report according to the regulations can 
\ re? jit in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 

UNITED STATES DEPARTMENT OR AGRICULTU^ ~[ T 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) - 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

23-R-0139 


CUSTOMER NO. 

368 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

WESTERN P A HOSPITAL FOUNDATION. THE 
720 GROSS ST. 

PITTSBURGH, PA 15224 


3 REPORTING FAcTliTY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 

sheets if necessary.) __ 

FACILITY LOCATIONSfsrfesj 


See Attached Listing 


720 Gross St. Pgh., PA 15224 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 
By The Animat 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


bred. 

which teaching, 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted Involving 

anesthetic, analgesic, or tranquilizing drugs would 


teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C ♦ 

experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


surgeT;' but pc! 

pain, distress, cr 

anesthetic, analgesic, or 

the procedures producing pain or a/stress in these 


yet us^ for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


purposes. 

relieving drugs. 

used. 

must be attached to this report) 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

l certify that the above is true, correct and complete (7 U.S.C. Section 2143) 



DATE SIGNED 

1^0 /^lC/ 


APHIS FORM 7023 (Replaces form (uct »b;, wnicn is oosoiete PART 1 - HEADQUARTERS 

(AUG 91) 







This ' jport iS required by law (7 DSC 2143) Failure to report according to the 'eguiations can 
resiiu in i’r order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 



Interagency Report Control No 
OiaO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 
23-R’0141 

CUSTOMER NO. 
373 

FORM APPROVED 

0MB NO. 0579*0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USCA. 
indude Zip Code) 

DUTCH HILL RD. 

CANADENSIS. PA 18325 

5TO -(W) 595-7108 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.} 


FACILITY LOCATIONSfsrfes; 


See Attached Listing 

Rcvn 


1 6- 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranqutlizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animals and the reasons such drugs were not used 
must he attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols, C + 

D + E) 

4. Dogs 

n(a 

h/a 

n/a 

n/a 

m/a 

5. Cats 

!4/a 

m/a 

n/a 

M/A 

m/a 

6. Guinea Pigs 

1 

7 

0 

7 

7 

0 

77 

7. Hamsters 


m|a 

m/a 

a3/A 


8. Rabbits 

H 

>Q> 

V 

6 

U 

o 

1803 

9. Non-Human Primates 

N 

ilk 

....kijk 

n/a 

m/a 

m/a 

10. Sheep 


4 

1 


O 

o 

1 

1 1 . Pigs 

Hlk 

M/a 

N 


mJa 

M/a 

1 2. Other Farm Animals 








1 

VO 

17 


a 

o 

1 .... 


13. Other Animals 

hi 


m/a 


i/a 

M/A 

~m7a“ 




• 


f 













ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranqutlizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each p.incipal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18>23 (Oct 88), which is obsolete 


PART 1 • HEADQUARTERS 



APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 23-R-01 41 

Customer Number: 373 

Facility: 

DUTCH HILL RD. 
CANADENSIS, PA 18325 
(717) 595-7108 


POCONO RABBIT FARM AND LABORATORY INC. 
F.O. BOX 240 
DUTCH HILL ROAD 
CANADENSIS, PA 18325 








This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for , 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. ' 

^ \ N Interagency Repoa Control No 

\ 0180-DOA-AN 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR Pl^lkr^ 6-2001 i , C V J 

1. REGISTRATION NO. CUSTOMER NO, 

23-R-0143 380 

FORM APPROVED 

0M8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

WEST CHESTER UNIVERSITY 

SCHMUCKER SCIENCE CENTER 

WEST CHESTER. PA 19383 
(610) 436-1023 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS^s/tes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animats being 
bred, 

conditioned, or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
oondocted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animois 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying patn or distress 
to the animals and for which the use of appropnate 
anesthetic,analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing pain or disO'ess m these 
animals and the reasons such drugs were not used 
must be attached to this report) 


F. 


TOTAL NO. 
OF ANIU^LS 

(Cols. C + 

D + E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 
ar.d following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animat care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 




(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and comolete (7 U.S.C. Section 21 43) 





DATE SIGNED 






APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 





















Th'i r oort is required by law {7 USC 2143). Failure to report according to the regulations can 
re' !t (0 an ot .'er to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for-' 
additional information. 


^)CT 


Interagency Report Control N 
0180-DOA-AN 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-0146 710 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, I 

I include Zip Code) 


BUCKSHIRE CORPORATION 

2025 RIDGE ROAD 


PERKASIE, PA 18944 


(215) 257-0116 



sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONSfs/fes) 



1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B, Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or disd-ess in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12, Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each piincipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-app roved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 




AP» 


(aULs ) 


DATE^IGNED 

1 - HEADQUARTERS 







































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0146 

Customer Number: 710 

Facility: BUCKSHIRE CORPORATION 

2025 RIDGE ROAD 
PERKASIE, PA 18944 
(215) 257-0116 


BUCKSHIRE CORPORATION 
2025 RIDGE ROAD 
PERKASIE. PA 18944 

BUCKSHIRE CORP. 

2025 RIDGE ROAD 
PERKASIE, PA 18944 



See reverse side for 
additional information. 




fv ^ 


Interagency Report Control Nc 
0180-OOA-AN 



This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfesJ 


See Attached Listing 

V\av_i., "bcPT. OP 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-014a 1634 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with uSCA. 

1 include Zip Code) 


MERCYHURST COLLEGE 

DEPARTMENT OF BIOLOGY 

ERIE. PA 16546 


(999) 999-9999 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

4. Dogs 

(b 

5. Cats 

D 

6. Guinea Pigs 

o 

7. Hamsters 


8. Rabbits 

O 

9. Non-Human Primates 

O 

10. Sheep 

O 

11. Pigs 

o 

12. Other Farm Animals 

c> 


13, Other Animals 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 




0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
expenments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An explanation of 
the procedures producing path or disO’ess m these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C ^ 
D*E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is taie. correct, and complete (7 U.S.C. Section 2143) 


^ of C.E.O. or INSTITUTIONAL OFFICIAL (Type or Print) DAT 


DATE SIGNED 


» ftw I f 

(AUG 91) 


vw rwr\rvi which is obsolete 


PART 1 - HEADQUARTERS 







































This report \0 required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided tor in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side foVs^ 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. 
23-R-0151 

CUSTOMER NO. 

1688 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. j 

include Zip Code) 

WILKES UNIVERSITY 

WILKES UNIVERSITY 

3RD FLOOR. STARK LEARNING CENTER. RM,31 1, & 316 

WILKES BARRE, PA 18766 

(717)831-4274 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes; 


See Attached Listing , ^ * 



^54 • War VI 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, * 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experimerls, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ^ 
D^E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Sluter els 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTiFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

[certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


j or Print) DATE SIGNED 


PART 1 - HEADQUARTERS 















This reoort is required by !aw {7 USC 2143) Failure to report according to the regulations can 
result m an order to cease and desist and to be suoject to penalties as provided for m Section 2150. 


See reverse side for 
additional information. 


Interagency Report 
0130-DOA-AN 


Cornrol No 


;.. nited states department of agriculture 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
23-R-0153 


CUSTOMER NO. 

1773 


FORM APPROVED 
OM8NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY {Name ana Aacress. as registered witn USDA. 
include Zip Code) 

LEHIGH CARBON COMMUNITY COLLEGE 
4525 EDUCATION PARK DRIVE 
SCHNECKSVILLE. PA 18078 
(610)799-1754 


3. REPORTING FACILITY (Ust alt locations wnere animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(S//es) 


See Attached Listing 



Mt-h Tcc/\ OnL 


REPORT OF ANIMALS USED 8Y OR UNDER CONTROL OF RESEARCH FACILITY {Attach additionaf sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

S. Number of 
animals being 
bred. 

conditioned, or 
held for use m 
teaching, testing, 
expenments. 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropnate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An explanation of 
the procedures producing pain or d/stress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 + E) 



4. Dog$ 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Pnmates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


0 tiers 


13. Other Animals 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 


SIGNED 


3|a 


ARTERS 






























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 
Customer Number: 
Facility: 


23-R-0153 

1773 

LEHIGH CARBON COMMUNITY COLLEGE 
4525 EDUCATION PARK DRIVE 
SCHNECKSVILLE, PA 18078 
(610) 799-1754 


LEIGH CARBON COMMUNITY COLLEGE 
4525 EDUCATION PARK DRIVE 
SCIENCE TECH. BLDG. & VOC. BARN 
SCHNECKSVILLE, PA 18078 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU\NT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATION NO. 
23-R-0154 


CUSTOMER NO. 

9012 


Interagency Report Control No 
01 80-00 A-AN 


FORM APPROVED 
0MB NO. 0579-0036 


- _____ . . 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

ALLEEGHENY-SINGER RESEARCH INSTITUTE 
320 E. NORTH AVENUE 
PITTSBURGH. PA 15212 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


ALLEGHENY-SINGER RESEARCH INSTITUTE 
PITTSBURGH. PA 15212 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals (Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


Chinchillas 



TOTAL NO. 
OF ANIMALS 

(Cols. C ♦ 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

1 SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 

1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/29/2001 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 























See reverse side for 
additional information. 


Interagency Report Control No 
0180*OOA-AN 


Th.i report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT\OHS(sites) 


See Attached Listing 

Room P83 Parente Life Science Center 


1, REGISTRATION NO. CUSTOMER NO. 

23-R-0155 9776 

FORM APPROVED 

0MB NO 0579-0036 

1 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 

include Zip Code) 


KING'S COLLEGE 


133 N RIVER ST 


WILKES BARRE, PA 18711 

1 (570) 208-5900 



iver 


Wilkes-Barre, PA 18711 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

i 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, ' 

surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expehments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D^E) 


4. Dog3 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpai investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending vetennarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above Is true, correct and complete (7 U.S.C. Section 2143) 


cmiuATiiDc; np r p rt no iKicTmmnMAi OPPir'iAi I mamp a titi p rtP n p n np tKiQTiTtiTiniuAi nppirtAi m/rua 


nATP RIGNFH 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18«23 (Oct 88), virhich is obsolete 


PART 1 ■ HEADQUARTERS 























Thi: '■ef IS required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control Nc 

resuu .11 an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information, 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

23<R-0156 11015 

FORM APPROVED 

OM8 NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with uSDA. 
include Zip Code) 

GEISINGER CLINIC. WEIS CENTER FOR RESEARCH 

100 NORTH ACADEMY AVENUE 

DANVILLE. PA 17822 
(717)531-8460 

1 3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 

1 sheets if necessary.) 

FACILITY LOCATIONSfs/fes) 

See Attached Listing 

Geislnger Clinic/Weis Center for Resea 

rch 


IQQ N. Academy Ave . . Danville. PA 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


1 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

D + E) 

4. Dogs 

0 

0 

0 

_Q 


5. Catr- 

0 

0 

0 

0 

HNHIH 

6. Guinea Pigs 

0 

6 

0 

0 

6 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

23 

0 



9. Non-Human Primates 

0 

0 

0 

0 


10. Sheep 

HHIlii 



0 

m^n 

11. Pigs 

0 

0 

16 

Q 

16 

12. Other Farm Animals 

0 

0 

0 

0 

HHIH 







13. Other Animals 






Fish 

— 

100 

0 

0 

0 

0 

# 












ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Euch principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report, (n 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) 


The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


(Chief Executive Officer or Legally Responsible Institutional official) 


I rAftifw that ahnuA tnwa rnrrFv^t anrl r.ftmnl#»tf» (7 IJ.S.C- Section 2143^ 


(Type or Print) 


DATE SIGNED 


10/03/01 

PART 1 - HEADQUARTERS 










































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0156 

Customer Number: 11015 

Facility: GEISINGER CLINIC, WEIS CENTER FOR RESEARCH 

100 NORTH ACADEMY AVENUE 
DANVILLE, PA 17822 
(717)531-8460 


GEISINGER CLINIC WEIS CENTER FOR RESEARCH 
100 NORTH ACADEMY AVENUE 
DANVILLE, PA 17822 


This rep 5 required Oy law (7 USC 2143). Failure to repoH according to ihe regulations can 

rpi^jlt ir\ onder to t ease and desist and to bo subiect to penalties as provided for in Section 2150. 




See revers^d^r 
additional infohnation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANiMAL AND PLAl^ HEALTH INSPECTfON SERVICE 


1. REGISTRATION NO. 
23-R^011 


CUSTOMER NO. 
285 


Interagency Report Cor^trcl No 
0160-OOA-AN 

FORM APPROVED 
0M8 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEAOOUARTERS RESEARCH FACJUTY (Name and AddfBSd. as registered with USD a, 
indude Zip Coda} V 

THOMAS JEFFERSON UNIVERSITY ^ 

-VI T H AND WALNUT grTRCCTQ - 
PHILADELPHIA. PA 19107 ^ n' ^ 

(ai g )O gg §8 8 8- y<?0 


3. REPORTING FACILITY iLst all locations wHere animals were nouseo or used in actual researcn. testing, teacfling, or expenmentaoon, or n eld for these purposes. Atlacn adoitionai 
sheets if necessary.) 



FACIUTY LOCATJONSfsrfes^ 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additionai sheets tf necessary or use APHIS FORM 7Q23A } 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Numderof 
animals being 
bred, 

conditioned, or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Woodchuck 




C. Numderof 
animals upon 
which teaching, 
research, 
experiments, or 
tesb were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduded involving 
accompanying pain or 
distress to the animats 
and for which appropriate 
anesthetic, analgesic, or 
tranquiliang drugs were 
used. 

E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
ooriducted involving accompanying pain or distress 
to the animals and for v/hich the use of appropnate 
anesthedc.analgesic, or tranquillzing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An exptanatKjn of 
the procedures producing pain or distress in these 
anima/s and tha reasons such drugs were no/ used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
0'»E) 

5 

2 

0 

7 

0 

0 

15 

15 

32 

0 

0 

32 

0 

0 

0 

0 

22 

95 

0 

117 

10 

6 

13 

29 

0 

14 

0 

14 

0 

106 

0 

106 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatmeoL and use of animals, including appropriate use of anesthetic, analgesic, and tranquiUzing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by Ihe Institutional Animal Care and Use Committee {lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying (he lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
e Officer or Legally Responsible Institutional official) 

e above is true, correct and complete (7 U.S.C. Section 21 43) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolett 


DATE SIGNED 

///i // 


PART 1 - HEAOOUARTERS 


“I' 
















































Explanation of Category E 


Registration Number: 


23-R-OOl 1 


Non-human primates and cats were injected with MPTP to induce signs of Parkinson 
disease. Animals received careful monitoring and supportive care, but the development 
of neurologic signs was a necessary feature of this animal model that is required for this 
research program. 


Reportable lACUC - Approved Exceptions 

The only lACUC — approved exception to USDA regulations and the Guide was to allow 
water deprivation for non-human primates on a behavioral study of cognitive/motor 
function. The lACUC has established written guidelines for this procedure. 


Site: 


005 


Office of Animal Resources 


Contact Person NE 


Status: 


Active College-Curtis/Jefferson Alumni Hall 

Bluemle Life Sciences 
Philadelphia, PA 19107-6799 
County: Philadelphia 


(b)(6), (b)(7)c 



I ^ 






This reoorJ is required by law (7 JSC 2143). Fj^ure lo repofi accoramg tc ih« raguiaijors can 
resun in an order lo ceas8 and Jesist and lo be suo/ec! to penatljcs as provided lor m Section 2150. 


See reverse side tor 
addidanal inlorrnalion. 


mieragencr/ ReqorT C:>ntrcil Wo 
Q\ 80 -OQA-aM 


UNITED STATES OEPARTMENTOF AGRICULTURE 

ANIMAL AND PLANT HEALTH iNSPECTtON SERVICE 



2, HEADOUARTERS RESEARCH rACtLJTY /Name and Address, 3S registered wim 'JSOA 
include ZJp Code) 

ANNUAL REPORT OF RESEARCH FACILJTY 

(TYPE OR PRINT) 

Wyeth Laboratories, Inc. 

P.O. Box 8299 

Philadelphia PA 19101 

3. reporting facility (Lis I alt locations where animals were housed or used in aciuaf research, tesiing, teaching, or experimental ion, or held lor these purposes. Attach addiiionoi 
sheets if necessary ] 


FACILITY LOCATIONS ClHes) 


COLLEGEVILLE 


REPORT OF ANIMALS USED BV OR UNDER CONTROL OF RESEARCH FACILITY (Atticfi dtitJUionai snvnts if necessary or use APtitS FORM 7023A.i 


Animals Covered 
By The Animal 
Welfare ReguJaiions 


B. Number o( 
animals being 
bred. 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 


I Number of 
animats upon 
which leaching, 
research, 
BMperimenis, or 
lesis were 
conducted 
involving no 
pain, distress, or 
use of patH' 
relieving drugs. ^ 


4, Dogs 


220, 


345 


Number ot aivirnaJs upon 
which expernnenis, 
leaching, research, 
surgery, or tests were 
conaucted involving 
accompanying pain or 
distress to the ammais 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


NumOer ol animals upon which teaching, 
expertmenis, research, surgery or tests were 
conducted involving accompanying pain or distress 
so the animals and tor which the use ot appropriate 
anesthetic, analgesic, or iranquilLztng drugs would 
have adversely atlecied the procedures, results, or 
interpreiatioA of the teaching, research, 
expenmenis. surgery, or tests. (An axpfanatioa 
the procedures producing pern or distress /n these 
anima/s and the reasons such drugs were not used 
must be attmch^d to this report). 


TOTAL NO. 
OP animals 


(Cols. C ♦ 
O E) 


5. Cats 



^ ^ 

■ ., Ill 



6. Guinea Pigs 

105 

105 

1.172 

■d 

1 *577 

7. Hamsters 

1 164 

535 




8. Rabbits 

i2_ 

- 205 

-11 


Cf O J 

9. Non-buman Primates 

277 

263 

54 

66 

383 

10. Sheep 


' 




n. Pios 



. 



t2. Other Farm Animals 

• 





_ 



1 




13. Other Animals 


ASSURANCE STATEMENTS 


* P^olessionally acceptable standards governing the care, treairneni. and use of animals, including approriaie use of anesthetic, analgesic, and tranguilUtng drugs, prior to, during, 
and loflowing actual research, leaching, testing. surg<^, or experimental ion were tnllowed by this research facility. 

2). Each principal investigator has considered allernatives to pafiiluJ procedures. 

31 This facility is adhering to the standards and regulations under the Act. and it has required thai exceptions to Ihc standards aivd regulations be specified a no explained by The 
prtncipaf investigator and approved by ihe Instil nironal Animal Care and Use CommiHee (lACUQ. A summary of all such exceptions i» attached lo this anrtual report, in 
addnion ro idanirlying The I ACUC- approved except inns, (his summary includes a brief explanation of the exceptions, as wdf as ihe species and number of animals a Heeled. 

4) The aiundmg veterinarian for this research laciJiiy has appropriate authoniy lo ensure the provisinn of adequate veiermary care and to oversee Ihe adequacy ut other aspects of 
animal care and use. * 



CERTIFICATION BY HEADQUARTES RESEARCH F’ACILITY OPHClAI, 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that I ha above is I rue, correcl. and cmnplelc (7 U S.C Section 2J43J. 


NAME A TITLE OF C.E.O. OR tNSTiTUTIONAL OFFICIAL /Type or PrmU 


aphis F'ORM 7023 (Pcpidcss VS FORM ?8-Z3 (OCT 38} which is qosoicto / 
(AUG 91) 


DATE SIGNED 


Ti/?f;'/Qi 
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Column E Explanation for USDA Reporting Year 
October 1, 2000 through September 30, 2000 


Registration Number: 23-R-001 8 


Fifty-eight dogs were used in oral and intravenous toxicity tests to determine the safety 
of new pharmaceutical entities. 

Ninety-three rabbits were used in oral or intravenous toxicity tests to determine the 
safety of new pharmaceutical entities. 

Sixty-six primates were used in oral toxicity tests to determine the safety of new 
pharmaceutical entities. 

Studies were designed to evaluate the toxicity of administered doses of test 
compounds. Use of anesthetics, analgesics or tranquilizers would have complicated 
interpretation of study findings and may have masked potential significant toxicities. 


CONFIDENTIAL 


Attachment to APHIS Form 7023 
(2001 lACUC - APPROVED EXCEPTIONS) 
Registration #23-R-0018 


An exception to the regulations and standards was a six-dog study that involved limiting 
the cage size and exercise for canines post-sufgically for approximately two weeks 
following an implant study. 

Fourteen dogs were exempted from exercise under an approved lACUC protocol. 
Radioisotopes were administered to the animals requiring the animals to remain in their 
cages in order to collect urine, blood and stool samples. During this time (seven days), 
the animals were not allowed out of their cages to exercise. After completion of the 
study, the dogs were allowed to exercise daily in a confined area in order to contain any 
residual radioactivity they may excrete while outside their cages. Once it was 
determined that the amount of radioactivity in the dogs’ urine and feces fell below 
approval limits, the dogs were returned to the general pool. 


CONFIDENTIAL 




, This repofl 'S fftq'ii<e<j hy law (7 USC 2143) Failure lo repori according 10 lh« regulations ^n 
result \r, order - o cease and desist and lo be subieci to penallies as providec' for m Section 2150 


UNrTED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTTON SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


I. REGISTRATION NO. 


See reverse side tor 
additional inlormaiton. 


23-R-0023 


InteragefHTy Report Conirol No 
OIBD'OOA’AN 


FORM APPROVED 
0MB hiO. 0579^036 


2. HEADQUARTERS RESEARCH FACILfTY (Name and Address, at registered with USDA, 

inciurf. ie c<x/w Cust. ID .V 309 

University cf Pennsylvania 

Office of the Vice Provost for Research 

212 College Hall, Philadelphia, PA 19104 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimeniatron. or held for these purposes. Attach additional 
sheets it necessary.) 


FACILITY LOCATIONS (Sites} 


University of Pennsylvania 


LABS, Yemassee, SC 


Veterans Administration Hospital 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILfTY (Mach adidifionat sheets it necessary or use APHIS FORM 702 3A) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

condiliorxed. or 
held lor use in 
teaching, testing, 
•xperimenls. 
research, or 
surgery but not 
yet used lor such 
purposes. 


C Number ol 
animals upon 
which leaching, 
research, 
experrmenls, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain^ 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriale i 
anesthetic, analgesic, or 
trarx^Uik^ing drugs were 
used. 


Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted invohrtng accompanying pain or distress 
to I he animals and for which the use of appropriate 
anesthetic, analgesic, or lranquili 2 ing drugs would 
have adversely affected the procedures, results, or 
inlerpratatiOA ol the teaching, research, 
experrmenls, surgery, or tests. (An expiatJelion oi 
the procedures producing pain or distress m these 
animats and the reasons such drugs were not used 
most be adeched to this report). 


TOTAL NO. 
OF ANIMAU 


(Cols. C * 

D E) 


4. Doqs 


5. Cats 


1,651 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non -human Pnmates 


10. Shee 


11. PiQS 


12. Other Farm Animals 




13, Other Animals 


Gerbi 1 



Ferrets 


Cow 


ASSURANCE STATEMENTS 


1) . Pro less tonally acceptable standards governing the care, treatment, arid use ol animals, including approriate use of anesthetic, analgesic, and iranguilizing drugs, prior io, during, 

and following actual research, leaching, lesiing, surgery, or expenmeniatKm were followed by this research lacilily. 

2) Each principal mvestigaior has considered alternatives to painful procedures. 

3) This tacdiiy is adhering to the standards and regufaiioos under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Instilutional Animal Care and Use Committee (lACUC). A summary of alt such exceptions is attached to this anrtual report. In 
addition lo identifying the lACUC- approved exceptions, this summary includes a briel explanaiion ol the exceptions, as well as the species and number of animals affected 

4) The ai lending veterinarian lor Ihis research facility has appropriate auihoniy io ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects ol 
animal care arxt use. 


CERTinCATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive OfTicer or Legally Responsible Institutional ORIcial) 

I certify lhal the above is true, correct, and complete {7 U.S.C. Section 2143). 


5K2fjATiiDC nctr*! p rt no iMCTmmniyAi nFFiniAi 


NAME B TITLE OF C.EO. OR tNSTmmONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 881. xhich is ocsotete ) 
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This f'eoon is required by faw (7 USC 21-13) Failure ro report according to the regulations can See reverse side for Interagency Report Control No 

rf,-sult n an orf.ar to cease and desist and to be subject to penalties as provided for in Section 2150 additional information 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1, REGISTRATION NO. 
23-R-0023 

CUSTOMER NO- 
309 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wifh USDA, 

include Zip Code) 

UNIVERSITY OF PENNSYLVANIA 

OFFICE OF THE VICE PROVOST FOR RESEARCH 

212 COLLEGE HALL 

MAIL CODE 6381 

PHILADELPHIA, PA 19104 
(215) 398*2434 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use this torn.) 


A. 

Animats Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
hetd for use in 
leaching, testing, 
ex peri merits, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of an mals upon which teaching, 
experiments, research, surgery or tests ware 
conducted involving accompanytng pain or distress 
to the animals and for which the use of appropnate 
an esthetic, an algesic, or tranquiiizirig drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments, surgery, or tests. (An expianation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be affacried to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

0 ♦E) 

Goats 


5 

18 


23 

A1 paca 


1 



1 

LI ama 


2 



2 






















































































~ 













ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnnopal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC^app roved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

. the above is true, correct, and complete (7 U.S.C. Section 2143) 


SI 


NAME i TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


AF ct 88), which is obsolete PART 1 - HEADQUARTERS 


(AUQ 91) 



















Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is n^ an official 
form and its use is voluntary. Names, addresses, protocols, veterinary care programs, and the 
like, are not required as part of an explanation. A Column E explanation must be written so as 
to be understood by lay persons as well as scientists. 


1. Registration Number: 23-R-0023 

2. Number £7 of animals used in this study. 

3. Species (common name) Guinea pigs of animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

This experiment determines the effectiveness of new antibiotics in the treatment of 
Legionella disease. Guinea pigs are infected via intratracheal injection with L. pneumophila. 
One day after infection, they are treated with antibiotics currently used in treatment, saline 
solution alone, or the test antibiotic. The treatments are given for 2 to 5 days and the animals 
observed for a subsequent 5 day period. Efficacy of the test antibiotic is compared with the 
currently used antibiotics. 


5. Provide scientific justification why pain and/or distress could not be relieved. State 
methods or means used to determine that pain and/or distress relief would interfere 
with test results. (For Federally mandated testing, see question 6 below.) 

No analgesia is given immediately postsurgical period, or later, for several reasons: 

a. ) There is no observable animal distress in the immediate postoperative period. The 

animals awaken fi'om anesthesia within a few hours, then are normally active, eating and 
drinking normally. 

b. ) There is little observable evidence of distress in ill animals, other than tachypnea, as the 

animals tend to become lethargic as they become ill. 

c. ) The stress of injections may affect survival. 

(Continued on separate page as "Attachment 1".) 


6. What, if any, federal regulations require this procedure? Cite the agency, the Code of 
Federal Regulations (CFR) title number and the specific section number (e.g., APHIS, 9 
CFR 113.102): 

Agency CFR 


Attachment I 


Optional Column E Explanation Form 


Registration No. 23-R-0023 
47 Guinea Pigs 


Question No. 5 (cont'd.) 

d. ) Any depression of respirations by analgesic agents could be fatal in these animals with 

pneumonia. 

e. ) Since death is not used as an endpoint, clinical observation of the degree of illness, as well as 

weight and temperature, are used as indices of the degree of pneumonia. It is possible that 
analgesia could obscure important clinical signs, or even that it could induce lethargy - which is 
normally a good marker of severe pneumonia. 

Unfortunately, there are no reliable subjective or objective clinical findings which can predict the 
likelihood of death before a point of severe illness in the animals. Therefore, it is necessary to use very 
severe illness as an endpoint, rather than an earlier time point. Some journal reviewers have even 
criticized the present severe illness endpoint, demanding an endpoint of death as being more objective. I 
am certain that the reliability of the animal data would be justifiably attacked were I to use an earlier time 
point than my present one. 



rs'^oft IS re< 5 u(fe<i Qy law (7 USC 2^43). Failure lo report according to the regulations can See reverse sidg fo«^\ ' interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided ^or n Section 2150. addiUonal information. 0130'OOA-AN 

1 


UNITED STATES OEPARTWENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) ' 

t. REGISTRATION NO. CU6T0MER NO. 

23-R-O059 723 

FOf^M approved 

OM8 NO. 0579-C036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered vrKh USD A. 
include Zip Code) 

SANOR-SYNTHEU^BO, INC 

9 GREAT VALLEY PARKWAY 

MALVERN, PA 19355 
(610) 869-3609 

3. REPORTING FACIUTY (List all locations where animals were housed or used m actual research, testing, teaching, or expenmentation, or heid for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATlONS^S/fes; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACtUTY (Adach additional sheets i/necessary or use APHIS FORM 7023A ; 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthatic.analgesicror 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
expenments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.aralgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
0*E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Raboits 


169 

3 

13 

m 

9. Non-Human Prinrates 





■ ■ 

10. Sheep 






11. Pigs 






12. Other Farm Animals 












1 3. Other Animals 


















4 m 






ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, ar^d use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 
and follovyjng actual research, teaching, testing, surgery, or experimentation were followed by this research Fadiity. 


2) Each pnnctpal investigator has considered alternatives to painful procedures. 

3) This fadlrty is adhering to the standards and regulations under the Act, and it has reguired that exceptions to the standards and regulations be spedfled and explairted by the 
prinapal investigator and approved by the Institutional Animal Cara and Use Committee {lACUC). A summa/y of alt the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary indudes a bri^ explanation of the excapborts, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has approphate authonty to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

* certify that the above is true, correct and complete (7 U.S.C. Section 2143) 


SIGNA 

FICIAL 

NAME i TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

UMn/ol 


APHIS 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUCi 9T} 























APHIS Form 7023 Site List 


The following sites have been reported by the facility. 

Registration Number: 23-R-0059 

Customer Number: 723 

Facility: SANOFi-SYNTHELABO, INC 

9 GREAT VALLEY PARKWAY 
MALVERN, PA 19355 
(610)889-8809 


SANOFI RESEARCH, A DIVISION OF SANOF! PHARMACEUTIC 
9 GREAT VALLEY PARKWAY 
MALVERN, PA 19355 


Sanofi-Synthelabo Research 
Registration # 23-R-0059 
November 2001 


The following provides an explanation of the procedures producing pain or distress and 
the reasons anesthetic, analgesic or tranquilizing drugs were not used. During the current 
reporting period, sixteen (16) out of a total of 188 rabbits were classified as “Category E”. 

Four (4) of the rabbits were on a 48 hour study to examine the irritation potential of a 
candidate pharmaceutic when given by the intravenous route or if a misinjection was 
given to humans. These animals experienced varying degrees of irritation to the ears 
including discoloration, redness, swelling and minor scabbing. No animals had open 
areas or self-traumatized. Treatment with anesthetics, analgesics or tranquilizers was not 
performed because the administration of an agent to these animals (1) would have 
confounded the scientific interpretation of the biological data derived from these studies, 
(2) was not indicated by the clinical signs observed, and (3) would likely have interfered 
with the assessment of the irritation potential of the pharmaceutic being tested. 

Twelve (12) of the rabbits were on two studies of a candidate pharmaceutic examining 
the potential cardiac effects after a single dose infusion. The candidate pharmaceutic was 
an anti-tumor agent. Three of these animals were found dead soon after or during dosing 
with clinical signs of clonic convulsions, labored respirations, prostration and decreased 
heart rate. No treatment was administered due to the nature of the study and because 
death occurred immediately following the observance of the adverse clinical signs. Two 
animals were found dead on Day 2 of the study, the first with clinical signs of decreased 
activity, decreased heart rate and prostration and the second with a clinical sign of few 
feces. Again, no treatment was administered due to the nature of the study and because 
death occurred immediately following the observance of the adverse clinical signs. One 
animal was euthanized in moribund condition on Day 5 of the study with clinical signs of 
prostration, decreased activity, few feces and labored respiration. The remaining six 
animals showed clinical signs of decreased activity, ataxia, rapid respiration and 
decreased appetite but were not considered to be moribund. These animals were not 
treated with anesthetics, analgesics, tranquilizers or other agents at the time of clinical 
signs because administration would have confounded the scientific interpretation of the 
biological data derived from these studies and would likely have interfered with the 
assessment of the effects of the pharmaceutic being tested. Animals which required some 
support were supplemented with special diet and/or fluids. 

Other animals originally classified in the E category at the time of protocol approval and 
study initiation due to the uncertainty as to compound effects have been reclassified in 
this report in the C or D category due to the absence of any pain or distress requiring 
treatment with analgesics, anesthetics or tranquilizers or due to the appropriate treatment 
being given. 


This report is required by law (7 USC 2143). failure to report according to the regulations can 
result in an order .0 cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 




Interagency Report Control No 
Oiao-DOA-AN 


1. REGISTRATION NO. 
23‘R-0064 

CUSTOMER NO. 

353 

FORM APPROVED 

0MB NO. 0579-0036 

I 2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered mth uSDa. \ 

indude Zip Code) 

LEHIGH UNIVERSITY 

RESEARCH & SPONSORED PROGRAMS 

526 BRODHEAD AVENUE #23B 

BETHLEHEM, PA 18015 
(610)758-3629 


sheets if necessary.) 


See Attached Listing 


FACILITY LOCATIONS(s/fes; 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach sdditionai sheets if necessary or use APHIS FQPM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


Mice 


8. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
expenmeris, or 
tests were 
conducted 
if^volving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquil izing dnigs were 
used. 


Number of animals upon which teaching, 
expen ments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquil izing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An expianalton of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to ihts report) 


TOTAL NO. 
OF ANIMALS 

(Cols- C ♦ 

D + E) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care. treatmenL and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizmg drugs, prior to, dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnndpal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as trie species and number of animals affected. 

4) The attending vetennarian for this research facility has appropriate authority to ensure trie provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

t certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 
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APHIS FORM 7023 
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APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number: 23-R-0064 

Customer Number: 353 

Facility: LEHIGH UNIVERSITY 

RESEARCH & SPONSORED PROGRAMS 
526 BRODHEAD AVENUE #23B 
BETHLEHEM, PA 18015 
(610)758-3629 


CENTRAL ANIMAL FACILITY 

526 BRODHEAD AVENUE 

3RD FLOOR, CHANDLER-ULLMANN, BLDG. #17 

BETHLEHEM, PA 18015 


Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 23-R-0064 

2. Number of animals used in this study. 

3. Species (common name) Hamster of animals used in the study. 

4. Explain the procedure producing pain and/or distress. 

See Attached 


5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 
determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see 
Item 6 below) 


6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102); 


Agency 


CFR 


EXEMPTION FROM FEEDING STANDARD 

Explanation of the procedures for which anesthetics will not be given. 

Since we are studying the nutritional and energetic signals that control 
reproduction, in some of our experiments, animals are food restricted or fasted. During 
fasting or food restriction, no anesthesia or analgesics are given because the animals are 
not in pain or distress. However, despite the fact that the animals are not in pain or 
distress, we have been asked to fill in the number of animals that are food restricted or 
fasted in the space labeled “E” on Interagency Report Control NO. 01800-DOA-AN. 

In our experiments, hamsters are food restricted or fasted to the extent that estrous 
cycles are interrupted but are not restricted further. When animals are fasted or food 
restricted, effects on fertility and ovulation occur long before any other adverse health 
consequences (Merry and Holehan, 1979; Merson and Kirkpatrick, 1981, Bronson, 

1989). This is because animals have a sensory system designed to detect internal energy 
availability (Schneider, 1992). The sensory detectors of fuel availability send signals to 
parts of the brain that control fertility and ovulation as well as those areas that control 
hunger, food intake and caloric homeostasis. My experiments are designed to study the 
mechanisms that underlie this link between energy and fertility. Thus, in most 
experiments, hamsters are fasted to a degree that induces infertility and anestrous, but not 
to a degree that causes health problems. This is possible because fertility is affected prior 
to any effect on general health. All of the available information on the effects of food 
deprivation in Syrian hamsters comes from work in my own laboratory or in the 
laboratories of Drs. George N, Wade and Lawrence P. Morin. For example. Dr. Morin 
(Morin, 1975; 1986) found that a 48 hour fast, but not a 24 or 36 hour fast, on days 1 and 
2 of the estrous cycle induced anestrus, but this fast had no other health effects. NOTE: 
Hamsters have a 4-day estrous cycle with ovulation and estrous behavior occurring on 
Day 4. One important piece of evidence demonstrating that a 48 h of fast is not harmful 
to Syrian hamsters is that when the 48 hour fast occurs on Days 2 and 3, Days 3 and 4, or 
on Days 4 and 1 or the cycle, there is no effect on estrous cyclicity (the hamsters showed 
normaJ ovulation rates and vigorous sex behavior). Ovulation and estrous behavior are 
inhibited only when the fast occurs on Days 1 and 2 of the estrous cycle, but not on any 
other days. Morin also found that normal estrous behavior could be easily reinstated in 
the 48 hour fasted hamsters by giving an injection of estradiol. Furthermore, the effects 
on estrous cyclicity are rapidly reversed when the hamsters are returned to ad lib feeding. 
I subsequently demonstrated that the same 48 hour fast had no effect on estrous cyclicity 
or health in previously fattened hamsters (Schneider and Wade, 1989, Schneider and 
Wade, 1990). Thus, a 48 hour fast has no effect on estrous cyclicity whatsoever when the 
hamsters have a high body fat content. In general, the fatter the hamster, the longer the 
period of food restriction necessary to induce anestrous. As long as the hamsters have 
been fed ad libitum prior to the 48 h fast, there is little effect on fertility. Again, it is 
critical to imderstand that the effects on fertility occur prior to any generalized health 
problems. In my experiments, the most extreme form of caloric restriction will be a 60 h 
fast that occurs on days 1 and 2 of the estrous cycle. Body weight is recorded and 
general health condition is monitored daily. In addition to a fasted group, other groups 
will be fasted and injected (or infused) with metabolic fuels or nutrients to examine their 
role in maintenance of normal reproductive function. Hamsters in the laboratory tend to 


become obese as they grow older. In some experiments, obese hamsters will be restricted 
to 85 % of their ad libitum intake for up to one week prior to the start of the experiment 
to insure that they are not too fat, but still show normal estrous cycles and no signs of 
poor health. 


Analgesics are not appropriate because we are measuring indices of estrous 
cyclicity which is under control of hypothalamic luteinizing hormone releasing hormone 
(LHRH), also known as gonadotropin releasing hormone (GnRH). LHRH and LH levels 
are adversely affected by opiates because it is well-known that opiates and opiate 
derivatives, including analgesics such as buprenorphine, butorphenol and morphine, 
affect pitiutary hormone secretion and hypothalamic LHRH (GnRH) secretion (2-12). 
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THis repof+ is required by law {7 USC 2143) Failure lo report according lo Ihe regulations can See reverse side for 

jjiv-os ji tt. an order to cease and desist and to be subject to penalties as provided for irt Section 2150 additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 REGISTRATION NO CUSTOMER NO 

23-R-0099 363 


Interagency Report Control 


0180-DOA-AN 




FORM APPROVED 
0M6 NO 057M)36 


ANNUAL REPORT OF RESEARCH 
FACILITY (TYPE OR PRINT) 


2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wrfrt 
USD A. include Zip Code) 

PRIMEDICA ARGUS RESEARCH 
LABORATORIES, INC. 

905 SHEEHY DRIVE 
HORSHAM, PA 19044 


3 REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmen tat ion, or held for these purposes. Attach 
additional sheets if necessary.) 

FACiLfTY LOCATrONS(siles) 

See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach edditionaf sheets if necessary or use APHIS FORM 7023A) 


A. 

Animals Covered 

By The AnimaJ 

Welfare Regulations 

T 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teachir>g, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments. or 
testa were 
conducted 
involving no 
pain, distress, or 
use of pairv 
reiieving drugs. 

D. Number of animals upon 
which experimerrts. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
ar>d for which appropriate 
anesthetic, analgesic, or 
tranquil izing drugs were 
used. 

E. Number of arumats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquil izmg dmgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surg^, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 
(Cots. C + 

0 ♦ E) 

4 Dogs 






5. Cats 






6. Guinea Pigs 


44 



44 

7. Hamsters 





-^i S'/. 

8. Rabbits 

130 

2916 

138 

132 


9, Non-Human Primates 






to. Sheep 






11. Pigs 






12. Other Farm Animals 












1 3. Other Animals 



















ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, ar^ tranr^illzirtg drugs, prior to. 

during, and followjng actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to parnM procedures. 

3) This facility is altering to the standards and regulations under the Act, and it has required that exceptions to the standards ar>d regulations be specified and explained by 

the pririctpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of the exceptions is attached to this anmjai report 
In addition to identifying the lACUC -approved exceptions, this summary irKludes a brief explanation of the exceptions, as well as the spades arxl number of animals 


<4) The lending veterinarian for this research factiity has appropxiate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of 
other aspects of animaJ care and use. 


CERTIRCATION BY HEADQUARTERS RESEARCH FACILITY OFRCIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, arid complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.^0 OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Pnnt) 

DATE SIGNED 


APHIS FOI 
(AUG 91) 


3 (Oct 88). which is obsolete 
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Attachment #1 


Column E Explanation 


Registration Number #23-R-0099 

1 . Number - 132 animals used in this study. 

2. Species - Rabbits were used in 61 studies. 

3. These 61 studies were developmental and reproductive toxicity tests conducted for 
sponsors as required by the United States FDA or OECD government agencies. 

Toxicity related to the product being tested resulted in 13 rabbits being sacrificed due to 
adverse clinical obsen/ations and 119 rabbits were found dead with normal to adverse 
signs with the toxicity. 


Sm reverse stde for 
additional informadon. 


Interagency Regort Con 
0180-OOA-AN 



Inis reoon is'ieqtjired by law {7 USC 2143). Failure to reoort according to Uia re^ulacons can 
recut in an order to cease and desist and to be suoiect to oenaities as orovided for in Section 21 50. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FAClUTr (Ust all locaoons wnere ammais were nouseo or used in actual researctr, testing, taaqning. or expenmentation, or n«d for tnese gurposas. Anacn additional 
sneeis if necessary.) 


itrofNo 


1. REGISTTtATlON NO. CUSTOMER NO. 

23-R-0147 702 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEADQUARTERS RESEARCH FACIUTY (A/ame and Aaaress, as reg/stered wim USD4. 

inciuOB ZIo Cods) 


AMERICAN HOME PRODUCTS CORPORATION 

280 KING PRUSSIA ROAD 

RADNOR. PA 19087 


(810) 902-7500 



FACILITY LOCATIONS/srfes; 



See Attadiea Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (AttBcn add/tibnai sheers if neceastfy or uae'APN/S FORM 702ZA ) 

A. 

Animals Covered 

By The Animal 

Wer^re Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use tn 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Mumper Of 
animals upon 
which teaching, 
reseench, 
experiments, or 
tests were 
conducted 
invoivtng no 
pam, distress, or 
use of pain- 
relieving drugs. 

0. Number of animais upon 
which expenments, 
teaching, research, 
surgery, or tests were 
conduiXed (nvolvir>g 
accompanying pain or 
distress to the animals 
and for whidt appropnate 
anesthetic, analgesic, or 
tranquiNzing drugs were 
used. 

E. Mumper of animals upon vnrucn teaattng. 
expenments, research, surgery or tests were 
conducted invdvmg accompanying pain or oistiess 
to the animals and forv¥hich the use of appropnste 
anesthetieLanalgesic. or tranquilizing drugs would 
have adversely affected the procadures, results, or 
interpretation of the teaching, research, 
expenmerrts, surgery, or tests. (An expfanaoon of 
fhe prpcedirea producing pam or disinss m mesa 
animats and the reasons such drvgs wora not used 
must be attacneO fo tnis report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C > 
D>£) 



5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


ASSURANCE STATEMEKTS 


1) Professionelly aoceqtaDie standards gavefrting the care, treatTnent and use of animals, including appropriate use of anesthetic, arialgesK. and tranquiiizmg drugs, pnor to, dunng, 
and fottoveng actual research, leaching, testing, surgery, or expenmemation were flowed by this researm faatity. 

2) Each pnnopal investigator has considered altamatives to painful procedures. 

3) This facility is adhering to the staridards and regulations under the Act, and it has required that exceptions to the standards and regulations be specrfied and exoiained by the 
pnncapai investigator artd approved by the Institutional Animal Care and Use Committee (tACUC). A summaiy of aU ttie excepttone ie attached to this annual r«$>ort. Jn 
addition to identifying the lACUC-approved exceptions, this summary induces a bnef explanation of the exceptions, as wen as the speaes and number of animals affected. 

4) The attending vetennanan for this research facility has appropnate authority to ensure the provtsion of adequate veterinary care and to oversee the adequacy of ether 
aspec& of animal care and use. 
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OMB NO. 0579^36 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



^ ^ I 2. HEADQUARTERS RESEARCH FACILITY (Name arxJ Address, as reg^iered wfft L/SOA. 

delude ZjQ Co<i9) 

SANOn-SYNTHELABO. INC 
9 GREAT VALLEY PARKWAY 
MALVERN. PA 19355 
(610)889-8809 


3. REPORTING FACIUTY (Ust all locations where anknals were housed or used m actual research, testing, teaching, or expenmentation, or held for these purposes. Attach aoditiorat 

sheets if necessary.) 


FACIUTY L0CAT10NS(arfasj 


See Attached Listir^g 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Arttch adCfiMona/ sheeo /fnecessary or uSf APHfS FORM 7023A 


Animals Covered 
By The Animal 
Welfare Regulations 


hkimber of 
animals being 
bred. 

conditioned, or 
held for use in 
teai^ing, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which leaching, 
research, 
experimants, or 
tasis were 
conducted 
involving no 
pain, distress, or 
use of pam- 
retteving dnjgs. 


0. Number of animals upon 
which expartmants. 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic^ or 
tranguiUzing dnigs were 
used. 


E. Number of animals upon which teaching, 
expenments» research, surgery or tests were 
conducted involving accompenying pam or distress 
to the animals and for which me use of appropnate 
anasthetIc.anNgeaic. or tranquHizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
expehments. surgery, or tests. (An expfanabbn of 
On proctOurss pro<^r>7g pain or distnss m these 
an^afa and the reasons such drugs warp not used 
must be affachad fo thts report^ 


TOTAL NO. 
OF ANIMALS 

(Cols. C 
O^E) 


4. Dogs 


5. Cats 


8. Guinea Pigs 


7. Hamsters 


8. Raboits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 


1) Professiortally accaptable standards govaming the care, treatment, artd use of animaie, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and foUowing actual research, latching, lasting, surgary, or experimentatton were foBowed by this research facifity, 

2) Each pnndpai invaatigator has considered aKemativea to pain^jl proceduras. 

3) This facUrty is adhaitng to tha standards and ragufattons undar the Act and it has required mat axcaptions to the standarda and reguiationa ba speciDed and axplainad by me 
principal irtvesligator and approved by the Institutional Animal Care and Use Comnuttee (lACUC). A suininary of elt (he axcepdona la attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudea a brief explanation of the exceptions, as well as the species and number of animaJs affected. 

4 ) The attending veterinarian for this research fadtty has appropriate authority to ensure the provision of adequate veterinary care and to oversae the adequacy of other 
aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responeible Institutional official) 

I certify that the above is true, correct and complete (7 U.S.C. Section 2143) 

FICIAL j NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICtAL (Typt or Print) 


DATE SIGNED 

HMn/Ol 


1>-U (Oct M). wdleh l« obMlcM 


PART 1 • HEADQUARTERS 





















APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number 
Customer Number: 
Facility: 


23-R-0059 

723 

SANOFl-SYNTHELABO, INC 
9 GREAT VALLEY PARKWAY 
MALVERN. PA 19355 
(610) 889-8809 


SANOFI RESEARCH, A DIVISION OF SANOFI PHARMACEUTIC 
9 GREAT VALLEY PARKWAY 
MALVERN, PA 19355 



Sanofi-Synthelabo Research 
Registration # 23'R-0059 
November 2001 


The following provides an explanation of the procedures producing pain or distress and 
the reasons anesthetic, analgesic or tranquilizing drugs were not used. During the current 
reporting period, sixteen (16) out of a total of 188 rabbits were classified as “Category E”. 

Four (4) of the rabbits were on a 48 hour study to examine the irritation potential of a 
candidate pharmaceutic when given by the intravenous route or if a misinjection was 
given to humans. These animals experienced varying degrees of irritation to the ears 
including discoloration, redness, swelling and minor scabbing. No animals had open 
areas or self-traumatized. Treatment with anesthetics, analgesics or tranquilizers was not 
performed because the administration of an agent lo these animals (I) would have 
confounded the scientific interpretation of the biological data derived from these studies, 
(2) was not indicated by the clinical signs observed, and (3) would likely have interfered 
with the assessment of the irritation potential of the pharmaceutic being tested. 

Twelve (12) of the rabbits were on two studies of a candidate pharmaceutic examining 
the potential cardiac effects after a single dose infusion. The candidate pharmaceutic was 
an anti-tumor agent. Three of these animals were found dead soon after or during dosing 
with clinical signs of clonic convulsions, labored respirations, prostration and decreased 
heart rate. No treatment was administered due to the nature of the study and because 
death occurred immediately following the observance of the adverse clinical signs. Two 
animals were found dead on Day 2 of the study, the first with clinical signs of decreased 
activity, decreased heart rate and prostration and the second with a clinical sign of few 
feces. Again, no treatment was administered due to the nature of the study and because 
death occurred immediately following the observance of the adverse clinical signs. One 
animal was euthanized in moribund condition on Day 5 of the study with clinical signs of 
prostration, decreased activity, few feces and labored respiration. The remaining six 
animals showed clinical signs of decreased activity, ataxia, rapid respiration and 
decreased appetite but were not considered to be moribund. These animals were not 
treated with anesthetics, analgesics, tranquilizers or other agents at the time of clinical 
signs because administration would have confounded the scientific interpretation of the 
biological data derived from these studies and would likely have interfered with the 
assessment of the effects of the pharmaceutic being tested. Animals which required some 
support were supplemented with special diet and/or fluids. 

Other animals originally classified in the E category at the time of protocol approval and 
study initiation due to the uncertainty as to compound effects have been reclassified in 
this report in the C or D category due to the absence of any pain or distress requiring 
treatment with analgesics, anesthetics or tranquilizers or due to the appropriate treatment 
being given. 


See reverse side for 
additional information. 



^ .s re^ft iS reduired oy law (7 USC 2143). Failure to report according to the regulations can 
res-.t in an order to cease and desist and to be subject to penalties as provided for tn Seaion 2150. 


pS\^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

23-R-0037 


CUSTOMER NO. 

329 


Interagency Report Control No 
OiaO-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

ROHM & HAAS COMPANY 
INDEPENDENCE MALL W. 

PHILADELPHIA. PA 19105 
(215) 641-7537 


3. REPORTING FACILITY (List all locations where animals were housed or used in actuai research, testing, teaching, or expehmenration. or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAT10NS(s/fes; 


See Attached Listing 

Rohivi and tiaiLs ToxicoToqvDeaartnerrt 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ff necessary or use APHIS PORM 7Q23A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Numberof 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic! or 
tranquiUzing drugs were 
used. 

E. Numbfer of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthebc.anaigesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ^ the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animats and the reasons sucn drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

o>e) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 



13. Other Animals 





ASSURANCE STATEMENTS _____ 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnr)dpal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the spedes and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) ________ 


SIG^ NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




DATE SIGNED 

njz yjoj 


APHio rKjnntt 
(AUG 91) 


(Kepiaces vjrT*uKJw io-23 (Oct 88), wh« 


ADQUARTERS 






























Registration No. 23-R-0037 


Column E Explanation Form 

Eleven (1 1) rabbits used in a skin irritation study necessary for product safety assessment 
and product labeling requirements experienced severe skin irritation during the conduct of 
testing. A measured amount of test material was placed on the shaved skin of the rabbit 
to determine the effect the material would have on the integrity of the skin. In this 
instance, the material was corrosive to the skin. In the investigator's judgment these 
animals may have experienced pain after dosing and were reported as such on the 200 1 
annual report. The Study Director did not administer any analgesics prior to testing 
because it was not obvious that the material would cause the severity of irritation seen 
during the test. Use of the analgesics after the administration of the test material could 
potentially inhibit or enhance the presence of any toxicological signs and would have 
required additional animals to act as control groups for the analgesics. Finally use of 
analgesics may have an adverse effect on the acceptability of the data to world wide 
regulatory bodies for which these studies are conducted. 

In each case the animals experiencing pain and suffering were euthanized as soon as the 
study protocols and testing guidelines allowed. 

Our test methods for this study are consistent with the following: 

US EPA OPPTS : Series 870.2500: Acute Dermal Irritation 
OECD Guideline 404 

Japan 59 NohSan No. 4200, Primary Dermal Irritation Study 
ECC Directive 92/69/EEC B.4. 

US DOT (1996) U.S. Department of Transportation, Class 6-Assignment of Packing 
Group, Federal Register, Section 173.132. 

Six (6) rabbits used in eye irritation studies necessary for product safety assessment 
experienced severe irritation or corrosive effects during the conduct of testing. A 
measured amount of test material was placed in the eye of the rabbit to determine the 
effect the materials would have on the integrity of the eye. In these instances, the 
materials were severely irritating or corrosive to the eye. In the investigator's Judgment 
these animals may have experienced pain after dosing and were reported as such on the 
200 1 annual report. The Study Director did not administer any analgesics prior to testing 
because it was not obvious that the material would cause the severity of irritation seen 
during the test. Use of the analgesics after the administration of the test material could 
potentially inhibit or enhance the presence of any toxicological signs and would have 
required additional animals to act as control groups for the analgesics. Finally use of 
analgesics may have an adverse effect on the acceptability of the data to world wide 
regulatory bodies for which these studies are conducted. 

Our test methods for this study are consistent with the following: 

US EPA OPPTS : Series 870.2400: Acute Eye Irritation 
OECD Guideline 405 

Japan 59 NohSan No. 4200, Primary Eye Irritation Study 
ECC Directive 92/69/EEC B.5. 


Tni eport is rfcqujred by law (7 USC 2143), Failure lo report according lo the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for m Section 2150. 



See reverse side for 
ddditionalinformation. 


Interagency Report Control No 
018Q-OOA.AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

23-R-0012 286 

FORM APPROVED 

0MB NO. 0579^036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) ' 

2. HEADQUARTERS RESEARCH FACIUTY (Name ana AOOress. as ragisterea with USOA. ' 
imiuele Ziff Coffe) 

GU0(0 SMITH KLINE 

709 SWEDELAND ROAD 

P.O. BOX 1539 

KING OF PRUSSIA. PA 19406 
(610)270-1600 

I 3 . reporting FACILITY {Ust ail locations wnere animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional "1 

1 sheets necessary.) 



FACILITY LOCATIONSfs/fes; 

See Attached Listing 

1 1-23-2001 

RCVD 




REPORT OF ANIMALS USED BY OR UNOER CONTROL OF RESEARCH FACILITY (Attach additkmat shaats if naCBSsar/ or usaAPHtS PORK! 702^A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

3. Number of 
animals being 
brad, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoiving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animats upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

{Cols. C * 

O + E) 

4. Dogs 

98 

151 

223 

4 

^78 

5. Cats 

12 

0 

32 

0 

32 

6. Guinea Pigs 

20 

260 

979 

0 

1239 

7. Hamsters 

0 

50 

36 

0 

“86 

3. Rabbits 

1 

186 

969 

0 


9. Non-Human Primates 

160 

120 

541 

0 

66T 

10. Sheep 

4 

0 

1 

0 

1 

1 1 . Pigs 

0 

0 

3 

0 

3 

12. Other Farm Animals 

0 

0 

0 

0 

0 

(jerbils 

0 

0 

104 

0 

. -.104 

13. Other Animals FrogS 

0 

18 

0 

0 

18 

Ferrets 

0 

0 

282 

0 

282 

Tree Shrews 

6 

12 

0 

0 

12 

Cotton Rats 

70 

0 

1377 

0 

1377 

ASSURANCE STATEMENTS | 


1) ProfeMlonally acceptable standards governing the care, treatmeni, and use of animals, indoding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research fadirty. 


2) Each prindpai investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpul investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the tACUC-ap proved exceptions, this summary indudes a brief explanation of the exceptions, as well as (he species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the pro vision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

- 


SIGNATUR 

DFFiCIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (TvDQ or Print) 

DATE SIGNED 

APHIS FOI 

tM 18-23 (Oct 88), which is obsolete 

PART 1 - HEAbQUARTERS 


(AUG 9 


































































APHIS Form 7023 Site Ust 


The following sites have been reported by the facility. 


Registration Number 23*R-0012 

Customer Number 286 . 

Facility: GLAXO SMITH KUNE 

709 SWEDELAND ROAD 
P.O.BOX 1539 

KING OF PRUSSIA. PA 19406 
(610)270-1800 


GLAXO SMITH KLINE 
709 SWEDELAND ROAD 
KING OF PRUSSIA, PA 19406 


Upper Merion Site (Buildings 3, 4, 21, 26) 
709 Swedeland Road 
King of Prussia, PA 19406 

Upper Providence Site (Building 2) 

1250 South Collegeville Road 
College ville, PA 19426 

Drug Evaluation Laboratory 
Drug Safety Assessment Laboratory 
Moore Drive Site 
Research Triangle Park, NC 27709 

Toxicology Animal Facility 
Research Commons II 
Cornwallis Road Site 
Research Traingle Park, NC 27709 


Proprietary Information 


Attachment to USDA Annual Report for 2000-200 1 
Explanation of Animals Listed in Column E of this Report 

The four dogs listed in Column E for this reporting year were assigned to a Column D 
ranked study that involves the absorption, distribution, metabolism and elimination of 
new chemical entities. After being administered a single dose of compound, the four 
dogs unexpectedly developed acute diarrhea containing blood and mucous. The animals 
were responsive, yet somewhat depressed,, for no longer than 48 hours after the first signs 
appeared. The veterinarian providing oversight ter the study felt that the condition was 
experimentally induced intestinal disease. The animals continued to drink water and 
were considered adequately hydrated during the entire study. It was felt that any therapy 
to firm the stool would not be particularly effective and the scientist did not want this 
used. Administration of other analgesics or other supportive therapy was thought to 
potentially interfere with the study. 

The veterinarians and lACUC feel that these dogs experienced “more than slight or 
momentary pain or distress”, as defined in the Animal Welfare Act. Even though no 
additional analgesics were provided, it was agreed that the remaining pharmacokinetic 
portion of the study could continue. The veterinarian and scientist closely monitored the 
dogs until the animals returned to normal within 72 hours. . - 


Thii report is required by law (7 USC 2143). Failure to report according to the regulations can See w 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. addition 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 23-R-0061 


See reverse side for 
additional infonnation 


or Q\ 


CUSTOMER NO. 
352 


Interagency Report Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579*0036 


2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY indude Zip Code} 

/~n/pp DD PPT/\rT) MILLENNIUM BIORESEARCH INC. 

( I rnC UK KKIN!) WENTZ ROAD 

P.O. BOX 178 

SPiNNERSTOWN, PA 18967 

(215)536^110 

3. REPORTING FACILITY (List aH tocatiofts where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) - 


FACIUTY LOCAJlOHSiSites) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionai sheets if necessary or use APHIS FORM 7022A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
invoivtng no 
pain, distress, or 
useof pain> 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animais 
and for which appropriate 
anesthetic, analgesic, or 
tranquiUzing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
ane$thetic,analgesic. or iranquifizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

0 + E) 


4. Dogs 

0 

5. Cats 

0 

6. Guinea Pigs 

74 

7. Hamsters 

0 

8. Rabbits 

125 

9. Non-Human Primates 

0 

10. Sheep 

0 

11. Pigs 

0 

12. Other Farm Animals 

0 




13. Other Animals 

0 

0 

0 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were foUowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) 7118 facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulaliorw be sp^atW a nd 

principal investigator and approved by the Institutional Anmal Care and Use Committee (lACUC). A summary of a« the excep^ns is MtacM to^an^re^ m 
addition to identifying the lACUC-approved excepUons. this summary includes a brief explanation of the exceptions, as well as the species and number of animals aiteeteo. 

4 ) The attending veterinanen for this research facility has appropriate authority to ensure the proviston of adequate veteririary care and to oversee the adequacy of other 

aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACIUTY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the ab oveistnie. correct and complete (7 U.S.C. Section 2143) ^ 


DATE SIGNED 

nl^VO/ 

r 1 - HEADQUARTERS 


19 


(AUG 91) 


; cf)'y 
























COLUMN E EXPLANATION 


Facility Registration No: 23-R-0061 

Rabbits: The one hundred sixty-seven rabbits listed in Section E of the Annual Report were 
used in EPA or OECD ocular or dermal irritation studies in which the use of anesthetics has 
the potential to mask or worsen the responses being investigated. The purpose of these 
studies is to determine the irritant or corrosive effect of a substance when applied to the skin or 
eye. In cases where we have reason to believe that ocular or dermal reactions may be severe, 
we recommend to the study sponsor that only one rabbit be tested. In cases where the 
reaction is unexpectedly severe, the sponsor is notified and the animals are humanely 
sacrificed to avoid further pain. 

4 

■ .. 

Guinea Pigs: The four hundred thirteen guinea pigs listed in Section E were used on 
Magnusson-Kligman sensitization evaluations which are required under OECD testing 
guidelines preferred in Europe and used by sponsor’s pursuing a global market for their 
product. The initial inductions used for these studies involve the use of Freund’s Complete 
Adjuvant, which produces irritant reactions. The purpose of this study is to assess the 
sensitization potential of a substance following repeated dermal exposure. This is a regulatory 
driven protocol and there are no provisions in the test guideline to permit the use of analgesia 
or anesthetics. 


t:\bwc-docs\winword\usda\annual report-col e-11-2001.doc 


This report is required Dy ^aw [7 USC 2U3) Failure to report according to the regulations can 
resort in an order *o cease and desist and to be subject to penalties as provided for n Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


See reverse side f 

} additional informati^Q^ 


1. REGISTRATION NO. CUSTOMER NO. 

23-R-0084 349 


Interagencr/ Report Control No 
O^aO'DOA-AN 


FORM APPROVED 
0MB NO C579^036 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wuh uSCa. 

ANNUAL REPORT OF RESEARCH FACILITY induda Zip Code) 

/Typp DP PRINT) AVENTIS PASTEUR INC 

' ^ (JOflOBOCRSHiecQc Discovery Drive 

SWIFTWATER, PA 18370 

(570) OtK) 839-71 S7 


3. REPORTING FACILITY (List all locations where animals were housed or used m actual research, testing, teaching, or experimentation, or held for these purposes Attacn addiLcnai 
sheets if necessary, } 


FACILITY L0CAT10NS(srfes) 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additionat sheats If necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


3. Rabbits 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animais 


13. Other Animals 


Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
expehments. 
research, or 
surgery but not 
yet used for such 
purposes . 


C, Number of 
animats upon 
which teaching, 
research, 
expenmems, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which approphate 
anesthetic, analgesic, or 
tranguilizing drugs were 
used. 


Number of animais upon which teaching, 
expehments. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of a p prop n ate 
an esthetic, an algesic, or trarquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expen ments. surgery, or tests. (An explanation of 
the procedures producir)g pain or distress in these 
animals and the reasons such drugs were riat used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C ♦ 

D + E) 






ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, dunng, 
and following actual research, teaching, tesbng, surgery, or experimentation were followed by this research facility. 

2) Each prindpal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all the exceptions is attached to this annual report. In 
addition to identrfying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the speces and number of animals affected. 

4) The attending veterinarian for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

si INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E 6. OR INSTITUTIONAL OFFICIAL (Type Of Print) TdAT 


DATE SIGNED 


(Replaces VS FORM 18*23 (Oct 38), which is obsolete 


11/13/01 


PART 1 . HEADQUARTERS 
























Column E Explanation Form 


Registration number; 23-R-0084 

Category E Animal Usage reported in Annual Report of Research Facility. 

Category E tests conducted in guinea pigs : Tests were conducted involving pain 
or distress to the animals and for which the use of appropriate anesthetic, 
analgesic, or tranquilizing drugs would have adversely affected results of the tests. 


(b)(4) 




Column E Explanation Form 

(cont’d) 




